W EA TH ER 


Continued cold with scattered 
snow flurries tonight: Sunday 
not quite so cold. 
Stratton D am -Friday 7 p. m. 
22, today I a. rn. 19, today 7 
a. rn. 15, today IO a. rn. 20, noon 
25. High 24, low 15. 
EAST LIVERPOOL REVIEW HOME 


Complete News Coverage of Wellsville, Midland, Chester and Newell 
E D I T I O N 


VOL. 85 
NO. 67 
Phone 385-4545 
EAST LIVERPOOL, OHIO, SATURDAY, JANUARY ll, 1964 
16 PAGES 
7c 
Single 
Copy 
42c Weekly by Carrier 
Diplomats Press For Peace In Panama 


PANAM A I A P) — Strong dip­ 


lomatic efforts were launched 


on all sides today to resolve the 


crisis surrounding Panam's de­ 


cision to break relations with 


the United 
States 
and 
scrap 
the 61-year-old Panama Canal 
Treaty. 
In the wake of violence that 
claimed 23 lives—20 Panamani­ 
ans and 
3 
U S. 
soldiers—the 
emphasis shifted to maintaining 
a state of relative calm. Jails 
in the capital city were jammed 
with Panamanians arrested for 
looting and causing disturbanc­ 
es. 
A peace mission from the Or­ 
ganization of American 
States 
(OAS! arrived 
from Washing­ 
ton and arranged for immedi­ 


ate conferences with President 


Roberto 
Chiari 
and 
Foreign 


Minister Galileo Solis. 


President 
Johnson’s 
special 
envoys were also at work. U.S. 
Assistant. 
Secretary 
of 
Slate 
Thomas C. 
Mann 
and 
Secre­ 
tary of 
the 
Army Cyrus 
R. 
Vance met for an hour and a 
half Friday night with Presi­ 
dent Chiari. 


Even as they conferred at the 
presidential palace new shoot­ 
ing was reported at the canal 
zone border. 
Panama officials 
said U S. 
troops opened 
fire. 
The 
only 
casualties 
reported 
were six Panamanians injured 
by flying glass. 


Quiet prevailed in the capital 
this morning with flags remain­ 


ing at half-staff and most busi­ 


nesses closed as Panamanians 


continued 
mourning 
for 
the 


the dead. 


Tight 
security 
precautions 
were 
under way 
for funeral 
services planned for early next 
week. A mass national funeral 
may be held. 


Jails were filled In Panama 
as National Guardsmen round­ 
ed up looters and other perpe­ 
trators of violence One unoffi­ 
cial estimate said 500 were ar­ 
rested 
U. S. 
establishments 
were the major target of dem­ 
onstrators who caused damage 
estimated at thousands of dol­ 
lars. 
In the disorders that started 
late Thursday Panama reported 


20 of its citizens killed and hun­ 


dreds 
wounded 
in 
gunfights 


with U.S. soldiers. U.S. casual­ 


ties were listed as 3 dead and 


49 wounded. 


The rioting erupted after a 
fight between U.S. and Pana­ 
manian students 
over display 
of their national banners, but 
behind the immediate cause is 
the broader question of sover­ 
eignty over the canal zone. 
At an emergency meeting of 
the U N Security Council Friday 
night. Panama demanded that 
the United States relinquish con­ 
trol of the canal Panama's del­ 
egate. Aquilino Boyd. said the 
canal should be either national­ 
ized or placed under internation­ 
al jurisdiction. 


As news of the dispute echoed 


around the world and brought 


new Communist denunciations of 


the United States, the Organiza­ 


tion of American States dis­ 


patched its own peace mission 
to Panama. 
In Washington, Johnson tele­ 
phoned Chiari in an effort to 
calm passions as the new admin­ 
istration faced its first major 
international crisis since taking 
office six weeks ago. 
During the telephone talk. Chi­ 
ari agreed to meet with Mann 
and Vance, and the two men 
left immediately by jet for Pana­ 
ma. 
Chairi followed up Thursday 
night's recall of the Panamani­ 
an ambassador to Washington 


with a complete break in diplo­ 


matic relations with the United 


States. 


Charging “ unmerciful acts of 
aggression" 
by 
U.S. 
troops 
against Panama's civilian popu­ 
lation, Cidaris government said 
only a U.S. promise to revise the 
canal treaty could bring a res­ 
toration of relations. 


The 1903 treaty gives the Unit­ 
ed States perpetual control over 
the 10-mile-strip across Panama 
but Panamanians have long in­ 
sisted they own the land. 


After floods rioting in Novem­ 
ber 1959, resulting from an at­ 
tempt bv Panamanian students 
to plant their flag in the Canal 
Zone. President Dwight D. Eis­ 
enhower said the United States 


had recognized Panam a’s titu­ 
lar sovereignty for a half cen­ 
tury. He ordered the U.S. and 
Panamanian flags raised side 
bv side at the edge of the Canal 
Panamanian flag flown wher­ 
ever 
the 
Stars 
and 
Stripes 
is raised in the Canal Zone. 
Then came this week’s explo­ 
sion. U.S. students at the Canal 
Zone’s Balboa High School defi­ 
antly raised an American flag, 
and brawled with Panamanian 
students 
attempting 
to 
raise 
their own banner in front of the 
school. 
The 
Panamanians 
charged 
their 
flag 
had 
been 
defiled. 
When word of the incident swept 
across the country of little more 
than one million persons, the vio­ 
lence began. 
★ 
★ 
★ 
★ 
★ 
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C R IS IS IN PANAMA. Rioters are shown in Panama setting fire to the Pan-American Air­ 
ways building during the first hours of demonstrations Thursday. The building was completely 
destroyed (U P I Telephoto) 


City Herds Conservation 
» 
Wellsville 
Waler Supply 
Maintained By Pumping 


Wellsville’* water sup ply.'w on t into aition with a plan to smaller, which already is trick- 
which reached a “ critical ' low combat the crisis. 


point this week, appears to he 
\ special meeting was 
“ holding its own" since pump- with county and state officials "hen the fir 
ing operations were started Fri- j0 determine 
what 
could 
be I he three pumps are deliver 
dav from a temporary source done Council then held a spe >n2 between 12.000 to 15,000 gal- 


K&, Panama 
Okay U.N. Plea 
To End Conflict 


U N IT ED NATIONS. N V. fir- a rn. today. It was the council’s 
—The United States and Pana- second 
emergency 
nighttime 
ma today welcomed an appeal session in a month. The council 
from the Security Council to convened two weeks ago to hear 
end their bloody conflict in the charges from Cyprus that Tur- 
strategic 
Latin-American 
na- key was planning an invasion of 
tion. 
Cyprus to settle the recent fight- 
But Panama stood by its de- ing on the Eastern Mediterran- 
mands that the Panama Canal ean island. 
Zone be taken out of U S. hands 
U.S. Delegate Adlai E 
Stev- 
and either be nationalized or enson said the United States 
put under international control would comply 
in letter and 
The 
Panamanian 
delegate, spirit" with the messages sent 
Aquilino Boyd, said the zone to Rusk and Solis. Boyd greet-; 
was Panamanian territory but pd the message 
with pleas- 
that 
because 
of 
“ iniquitous urP 
treaties" Panama was not being 
Boyd 
earlier 
accused 
tile 
given a fair share of canal rev- United States of aggression in 
,cnuPR 
the zone and claimed U S. po- 
I 
“ The State Department has lice and soldiers killed 20 Pan- 
1 turned a deaf ear to the claims amamans and wounded more 
of Panama.” be said 
than 300 by shooting 
into a 
At the end of the emergency crowd of Panamanians demon- 
session. Council President Re- strafing for flag-raising rights, 
nan Castrillo Justiniano of Bo- 
Stevenson 
denied 
Boyd s 
livia sent messages to U.S. Sec- charges of aggression. He said 
retarv of State Dean Rusk and I he police escorted the Pana 
Panamanian 
Foreign 
Minister manian students out of the zone 
Galileo .Solis, pleading with their but that when disorderly crowds 
governments "to bring to an im- returned ihey stopped them with 
mediate end the exchange of small-caliber fire 
to 
protect 
ling into the stream feeding the fire and the bloodshed " 
’he lives and property of Amen 
hold reservoir, also will be pumped 
The messages, sent with 
the can citizens residing tbete. 
cst is drained 
council s consent, 
also 
asked 
Stevenson 
said 
the 
I lilted 
ihem “ to impose the utmost re- States 
is ready through direct 
st paint over the military forces negotiations with the f’anaman- 
under their command and to ian government to try to resolve 
such differences as may exist " 


PANAM ANIAN STU D EN TS carry flags and banner! during the demonstration in the canal 
zone Thursday. Panama broke oft diplomatic relations with the U.S. in wake of bloody fighting 
between U S Troops and Panama civilians. (U P I Telephoto! 
Ma]ior Cause Of Lting C a n c e r 
U.S. Panel Finds Smoking 
Cigarettes Health Hazard 


Th* was «* word May from cia! "-.^Thursdaymgh. lo ^ - ^ o u r . “ 
^ h T s P™<«> -ha civilian population.” 


city officials, who commented adopt a 
the response has been “ tremen- state of emergency and appeal- been about ...>.000 gallons pci coun(,.j '(0 m(>e( 
dous" to appeals for volunteer ing for state and federal aid, if hour. As me reservoir le v e l spssion 
a|tef. 
g 
m 
appeals 
aid and for 
the conservative actual need 
materializes 
use 
of water. 
the supply fails. 


Pumping was started Friday 
from a strip mine pit located 
two 
or three miles 
above the 10 adopt 


and doesn t appear to have dropped 
arn more, it is a strong indies 


Bovd a s k e d the ll - nation 
Stevenson noted that the bl­ 
in emergence ter-Amerii an 
Peace 
( ommis- 
from sion 
of 
the 
Organization 
of 
Panama to press the Panaman- American States in Washington 
ian charges of I S. aggression had undertaken a fact-finding 
tion that the rc-udenu ii a v 
e ^ d mass murder against Pan- mission to Panama, adding that 
AS NOT enough were present recognized the emergency and 
amanjan citizens. 
“ such local disputes can most 
The council convened ai 9 41 effectively be dealt with through 


about 
ter 


the resolution under are doing their part, the direc- 
u n c i I tor and M 
meeting 
said. 
reservoir which contains o n l y 
suspension of rules. C o u n c i l l ° r and 
Ma>or William haugh- p m friday and ended at 
12 34 regional procedures. 


6 to 8 feet of usable wa- 
held 
another special 
Friday night 
to give it second — 
. 
* • . . 
i i * . 
I 
A L A R G E R pump which will ( . a s t r o it e A g it a t o r s H i n t e d 
reading and it will be adopted 
III RTH a nd much lamer at a ,hird special meeting to- handle 6,0 gallons per minute 
' 
T 
f . T i l 
*T 
night a, 7. 
a. full capacity, . i l l be taken 
A F 
__ 
pump was to he taken to the night 
t0 |he pits loday 3nd put into 
pit today and the principal inn- 
Safely ■ Service Director fred 
^ 
b„ haulrd in 


sinners have been invited lo a Baldasare 
said 
this 
morning 
wrecker, as ii is loo 


m e e tin g Tuesday afternoon at I .hat three gasoline • powered ^ 
carry 0,herwise. the di- 
at City Hall to hear a full re- pumps were put into operation 
^ 
• 


port of the situation 
at the strip mine pit. T h e r e ' ' ' 
• f. 
pn arp wnrk. 
WASHINGTON »APi - Rresi- of State Thomas C 
The industries and business are two pits separated by an 
denf Johnson has ordered a full Secretary of the Army Cyrus 
es are the main users. 
island. 
I he water, which was 
aro u n d 
th p report on the causes of anti-US. Vance, who flew to Panama k ri* 
The emergency, which h a d tested and found suitable f o r 
c l L J a „ , 
rioting 
in 
Panama, 
including day 


Johnson Asks Full Report 
On Panama Anti-U.S. Riot 


Mann and 


been 
anticipated. 
developed human consumption, is being 
Thursday 
when 
city 
officials taken from 
the larger 
T h e 


clock 
Salamander heaters and rlotm8 
*n 
anv evidence that Communist 


Stale A p p ro val Vt ailed 


(Turn to Page 3. Column 5* 


21 (hi School 
Low BidsTotal #366,640 
inhurt 
For (’ounty Home Project *11 ^ 


in 


Columbiana County commis- lion Co.. Youngstown. $256,500 
sinners opened bids friday for j \ Raeder, In c, Dover; $256. 
the new nursing home unit pro fiU . Rf)ber( R n (.kpr Construc 


posed for the County home and 
n Virginia Ave 
low offers totaled $366,640. 
tion Co , Salem. $2,1.300. and ™ Nlrg,n,a A^e 
Commissioners received bids 
Guy Johnson Lumber & Supply drUf,r (>f ,hp aiUo * as C1,ed 
from IO general, four floor, nine 
Co . Steubenville. $283,975. 
The students were aboard a 
kitchen, nine plumbing, e i g h t 
Tile floor — Briggs • Jones. Snyder Bus Co. vehicle operai- 


h e a t i n g a n d three electrical con 
inc.. 
Youngstown. $3,458; Dura e(j bv Charles E 
Tice, 36, of 


tractors- 
„ i 
,r 
b,e F,oor 
* 
Appliance 
Co , n VaHev Trajler 0ujrt an off. 
The bids will be sent to the Youngstown 
$3,495; 
Redstone , 
' 
State Department of Health for Accousli(.a| & 
Flooring. 
Pills- dul>' P °1,ce 
" hen « » “ 
approval before commissioners burgh $4<065> and A 
Kutsch & hlt ln the rear by a 1963 sedan 


can go ahead and let contracts gons jnc 
wheeling $4,139 
operated by Paul L. Brand of 
for the project, according to 
Kitchen Equipm ent-Supreme Box 1276 
Galen Greenisen. president of plx(ure ^ Manufacturing Co.. 
Brand was cited by police for 


Cleveland. $15.990; Ohio China failing to stop in the assured 
Wholesale Co , Canton. $15,997. clear distance 
W 
C 
Zabel C o. Youngstown 
Tice said he had halted at 
$16,133; Bee A Bee. In c, Can- the Pennsylvania R a i l r o a d 
ton, $16,290. Canton Hardware tracks with 
the 
flashing 
red 
Co, Canton. $16,405. 
Paragon blinkers on and had just start- 
Supply Co. Pittsburgh. $16,715 
ed to move when the bus was 
Bemard-Gloekler Corp , 
Pitts- hit in the rear. 
Century Restau- 
Brand b l a m e d a slippery 
Equipment 
A 
Supplies, street, telling officers he 


Johnson told the special co­ 
agents whipped up mob action Voys to get all the facts bearing 
to fatal extremes of violence 
on the outbreak of violence and 
I S. officials said they have 
to make every effort through 
reason 
to believe some Castro- discussions with the Panamani- 
ite Communist agitators went an government and I S author­ 
in g action very quickly atter pies in the Canal Zone to re 
the demonstrations began late store peace At the United Na 
Thursday. 
Johnson 
reportedly nons Friday night. U.S. Ambas- 
wants 
to know whether they sador Adlai E 
Stevenson said 


Twenty-one E a s t Liverpool pla>pd 
a leading role in ar°os- the talks were under way. 


High School students aboard » ing mob fury' organlzlng sn,M 
On another front. Johnson was 
mob fury, organizing smp- 
. . . 
, 
, 
. ers and supplying guns and ex- fa(Pd with Panama's demand 
school bus escaped 
unhurt in a p|nsjt„ for 
attack, „ n 
U S for drasti(. revis,on nf lh, M. 


minor collision Friday afternoon 
Canal Zone installations. 
vear-old treaty bv which the 
which the 
The President, grappling with jjnppd states exercises absolute 
his 
first 
major 
international (.ontrf)i over the Canal Zone. 
crisis, and Secretary ot Stale 
(n ^ 
o( lhf nunwrolB ac. 
Dean 
Rusk 
were 
keeping 
in 
close touch with Asst. Secretary! 
(Turn to PANAMA, Page 6) 


the Board of Commissioners 
A breakdown of bids follows 
General contractors — Riley 
Construction Co . Alliance $224 
316. Robert A 
Bribben C o n ­ 
struction Co . Steubenville. $232 - 
484; Floyd C Cox. East Liver­ 
pool, 
$234,997; 
Builders 
Co. 


Inc , 
Youngstown, 
burgh. $17,456; 
Cartwright Construction to.. Se- ^ 
Kniiinmp 


bring. $243,400. 
Massa Brothers. Inc 


saw 


Beaver 
Youngstown. $!7 700 and Kitch- the halted bus and applied his 


T - t y 7 '319' Lm te d Construc-‘ 
(T u rn 10 P R 0 J E C T S ' ‘ 'aec **• ‘ 
' T u rn 10 B L 'S ' r a e e * 


Glorious Teen-Age ^ ears! 


W ho says so*1 "E v e ry o n e says so— except teen­ 
agers them selves." Ann la n d e rs declares. “ Thous­ 
ands are anxious, frightened and guilt-ridden 
I hey 
struggle w ith acne, overw eight and underweight, 
and the sweet and lig h te n in g mysteries of aw aken­ 
ing biological drives 


Now, at the request of teen-agers themselves, 
parents, teachers and clergym en, Ann Landers dis­ 
cusses these drives and how to handle them in a 
series of articles taken from her book 


“ Ann Landers Talks To Teen-Agers About Sex " 


If you are a teen-ager or parent, be sure to fol­ 
low every one of the IO absorbing discussions begin­ 
ning in M onday's Review. 


WASHINGTON (A P) 
Snick 
ing cigarettes is a health haz­ 
ard that calls for corrective ac­ 
tion 
and is a major cause of 
lung cancer and other death 
dealing disease, especially 
in 
men, a blue-ribbon federal pan­ 
el reported today. 


In short, 'he panel indicated, 
the more you smoke, the great­ 
er your risk of an early death 


The 10-man scientific panel 
spending 14 months in its study 
of 
available 
evidence — also 
found: 
1 Cigarette smoking far out­ 
weighs all other causes of lung 
cancer in men 
and the data for 
women point in me same di­ 
rection. 
2 While male cigarette smok 
ors have a higher death rate 
from 
heart and blood vessel 
disease 
than 
non - smoking 
males, it is not clear as ye! 
that smoking is the cause. 
3 Cigarette smoking is a sig­ 
nificant cause of lung cancer 
in the larynx or voice box in 
men 
4 The risk of lung cancer in­ 
creases the longer you smoke 


Murder (.use 
Due 
Hanc 
Grand Ju ry 
I 
e/ 
Prosecutor Floyd R Tarr will 


seek at least four indictments, 


including 
one 
for 
m u r d e r 


against a Weirton man, when 


the January Grand Jury c o n ­ 


venes Tuesday morning in Han 


cock County Circuit Court in 


New Cumberland. 


A number of other cases have 


been set for this term of court 


Atty. Tarr said the G r a n d 
Jury will be asked to indict Si­ 
mon Feaster. 23. of North Weir­ 
ton in the knife death of Withe 
Fair. 
Fair, 41. also of Weirton, was 
stabbed twice in the abdomen 
and once in the right arm in 
a scuffle in North Weirton Sept 
21. Feaster was bound over at 
a hearing in Weirton Municipal 
Court Sept. 27. 
The prosecutor said he will 
seek an indictment charging fel­ 
onious assault against Arthur F. 
Roberts. 34. of Weirton, aceus- 


(Tuin to GRAND JU R Y , Cg. 3j 


and the more cigarettes you 


smoke in a day. It lessens if 


you quit smoking 


5. Cigarette smoking is the 
most important cause of chron 
ic bronchitis 
the coughing ir­ 
ritation of the bronchial tubes 
and increases the risk of death 
from that disease. 


6 Cigarette smoking is relat­ 
ed to emphysema, a hardening 
and growing inefficiency of the 
lungs. But it cannot as yet he 
called a cause. However, cig­ 
arette 
smoking 
is 
associated 
with a greater risk of dying of 
emphysema 
7. For most of the people In 
the 
United 
States 
cigarette 
smoking 
is 
a 
much 
greater 
cause of chronic discase of the 
lungs 
and 
bronchial 
airways 
than is pollution of the atmo­ 
sphere 
Already health and anti-smok­ 
ing groups are issuing blasts af 
smoking and urging education­ 
al campaigns against it. 
The impact of the report on 
the big tobacco industry and 
tobacco producing 
states 
was 
also being watched 


In Non-I'artisan Rare 


Because it 
is Saturday the 
stock 
exchanges 
were dosed 
and thus will show no immedi­ 
ate reaction 
Even with expec­ 
tation of a bad report, tobacco 
stocks have remained on a fair­ 
ly even keel during the week. 


Despite the previous rash of 
medical 
reports 
and 
findings 
here and 
abroad 
condemning 
.smoking as a health hazard. 
Americans wpre reported by the 
Agriculture Department to have 
lighted up a record number of 
cigarettes last year — an esti­ 
mated 523 billion. 


At work for 14 months poring 
over the evidence, the surgeon 
generals 
advisory 
committee 
was under strict orders not lo 
offer any recommendations for 
federal action in the report 


The 
committee’s 
assigned 
duty was to weigh the available 
scientific 
and 
statistical 
evi­ 
dence and take the best meas­ 
ure of the risks smoking pre­ 
sents to the individual 
A second, later report—per­ 
haps bv a different panel—will 
survey those 
risks 
and 
offer 


(Turn to SMOKING, Page 6i 


2 At Chester, Newell Man 
Ask Hancock Board Posts 


Two Chester candidates a n d 


one from Newell for the Han­ 


cock County Board of Educa­ 


tion are among seven new en­ 


tries in the field for the May 12 


primary election. 
Squire W. Eugene Allison of 
Chester also entered, seeking 
re-election on the Republican 
ticket as Grant District justice 
of the peace. 
Roy C. Cashdollar, 250 George 
St., Chester city clerk, Dale E 
Highfield of Chester R. D. I. 
and Tony La.Neve, 622 Grant 
St., Newell filed as non-parti­ 
san candidates for the County 
Board of Education from Grant 
District. 
They are the first to enter 
for the one vacant seat on the 
board for Grant District, which 
embraces the Chester - Newell 
area Another member is to be 
elected from Butler District and 
four Weirton candidates are iii 
the race. 


Cashdollar, 41. Is principal of 


Beaver Local High School 
He 


received a bachelor of arts de­ 


gree from the College of Steu­ 


benville and a master's degree 


from tho University of Pitts­ 


burgh. He is married and has 


four children. 


Highfield, 43. has been an em­ 
ploye of the Patterson Foundry 
in East End for 23 years and 
was graduated from Wells High 
School in Newell. Married, with 
six children, he is making his 
first bid for a board post. 
LaNeve, active in American 
Legion Post 114, is an instruc­ 
tor at McKinley School in Last 
Liverpool. 
Squire Allison. 48. of 370 In­ 
diana Ave . is seeking his fourth 
term as Grant District justice 
of the peace. A graduate of 
Chester High School, he is em­ 
ployed at the Clinton office of 
the Manufacturers Light & Heat 


[(.Turn to CANDIDATES, Pg. 3) 
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Club Hears Sgt. Rizzo 
Patrol Officer Explains 
Speed Rules In Lions Talk 


Law enforcement officers and 


the general public have differ­ 
ent concepts of speeding, State 
Highway Patrol Sgt. Ralph J. 
Rizzo explained to the Lions 
Club Friday afternoon at the 
Travelers Hotel. 
When the public talks about 
speeding, it generally is think­ 
ing In terms over 7ft miles an 
hour, the new commanding of­ 
ficer of the Lisbon barracks 
said. 
“ Rut speed always is relative 


to the surrounding conditions — 
the volume of traffic, road con­ 
ditions and the type of h i g h- 
way,” Sgt. Rizzo said. 
When a police officer talks 


about speeding, he is thinking 
In terms of speed in excess of 
conditions. A motorist may be 
within the legal speed limits 
hut still be driving too fast for 
road conditions. 
Speeding always is blamed as 


the chief cause of traffic acci­ 
dents but statistics bear nut the 
fact that most collisions and 
most fatal accidents occur in 
the 40-50 mile range where driv­ 
ers are going too fast for con­ 
ditions, Sgt Rizzo declared. 


The second major cause of 


PRICE 
SALE 


HARRIET HUBBARD 


AYER LUXURIA 
CLEANSING 
CREAM 


rt.sn s iz e 
s1.25 
PEOPLES 


SERVICE ORCC STORE 
115 East Fifth St. 


accidents is drivers who a re 
left of center, such as passing 
over yellow lines, on curves and 
at hillcrests. 
The third major factor is the 
failure to yield the right-of-way 
and that usually involves elder­ 
ly motorists, Sgt. Rizzo said 
Age sometimes slows the re­ 
flexes and hearing and sight is 
not as keen, he pointed out. 
But the patrol officer explain­ 
ed there are motorists 70 years 
old who are excellent drivers 
and others at 4ft should not be 
driving. 
Sgt. Rizzo paid tribute to the 
uniformed officers at the Lis­ 
bon barracks, pointing out they 
investigated 898 accidents in 
1963, including 18 fatal mishaps 
in which 28 were killed. 319 in­ 
jury accidents with 537 hurt and 
property damage totaled $468,- 
ftftft. 
He reviewed the record of the 
Lisbon barracks during the past 
year and briefly outlined the 
history of the patrol 
Sgt. Rizzo was introduced by 
Christ Pallis, program chair­ 
man. 
The annual Charter N i g h t 
banquet will be held Saturday. 
Feb. 15, at the Travelers Hotel 
with Dr. William Sulkes and 
Atty. Paul Tobin in charge. 
.John T. Smith, president, an­ 
nounced. Because of the ban­ 
quet. the club will not meet on 
Feb. 14. 


A tentative plan to tour the 
Midland Works of the Crucible 
Steel Co. also was discussed. 


Veterans (iroup 
To Aid Polo Fund 


Plans to conduct a March of 
Dimes drive with veteran organ­ 
izations participating were dis­ 
cussed at a meeting of the Vet­ 
erans City Council Thursday 
night at the mayor's office at 
City Hall. 
James Cregar. chairman, con­ 
ducted business. 
A meeting to make plan* for 
the downtown solicitation will be 
held Tuesday at 7 p. rn. at the 
VFW Post Hall Cregar request­ 
ed that all organizations send a 
represenialive to the meeting 
The council is selling flags 
and purchasers call John Ruhe 
at FU. 6-4977. daily after lp m 
Mavor Merrill Hall 
was 
a 
guest. 
Next meeting of the council 
is Feb 21. 


I Prizes In Cards And Cames 
^ C a l c u l i a Postal County Treasurer Shows 
Awarded By Lisbon D. Of 
f " ' ” 
Old Cram At Legion Meeting 
J 
t r a m I n 
K e c e i p t s 
° 
Prizes In cards and games | tress of ceremonies. 
Postal receipts at the Calcut- 
LISBON — Columbiana Coun-i 
Bush reminded that the dis- 
were awarded at the meeting of 
Following business, a gift ex- 
ta 
Branch office totaled $7,781 jtv Treasurer Vincent C. Judge (rid winter ^ ^ erpnpe W1 ,.e 
Pride of Center Council 190 of change was held and secret pals 
in 
1963, the first full year of;displayed some of the old coins held in New Philadelphia is 
the Daughers of America of revealed. Mrs. Zeigler received 
its 
operation. Postmaster Sam-1 from his collection, discussing 
weekend^ I he bowling ^urna' 
Lisbon Thursday night at the the mystery prize. 
uel W. Brown said today. 
I the history of coinage, at the 
men! will be held tonight an 
lodge hall with 34 present. Mrs. 
Next meeting Feb. 12 w i l l 
Brown said the receipts were meeting 
of 
the 
Columbiana Schools of Instruction ana 
usi- 
Elsie Pete, newly - installed jbe with Mrs. Ford. 
Up $3573 a gain of virtually 851 Comity American Legion Coun- ness sessions tomorrow. 
The Thursday Night Club was ppr cent over the $4,208 in the I F r i d a y night at Post 31 at W i l l i a m Heacock of Columbus, 
entertained by Mrs. Rennis Per ■ 
. 
. 
. 
. 
nf 
cwnnH 1/1 co 
I councilor, presided 
“ 
Prizes went to Mrs 


DR. ZANVEL SIGAL 


('hairman Given N e tt' Term. 


D r . Z a n v e l S i g a l 


R e - K I e e t e < I H e a d 


O f M i d l a n d I n i t 


Bessie 
Flugan, Mrs. Virginia Williams, 


Con pip Not Chm n in ft 


Open Hoiisp A t Lisbon 
Mr. and Mrs. Joseph Davis 
of S. Beaver St., who will 
observed their 67th wedding 
anniversary Tuesday, h a v e 
announced an open house will 
not he held as reported pre­ 
viously. 
Mrs. Davis said, however, 
she would like to hear from 
their friends. 


kins of W. Maple St. and she 
gave instructions for a popular 
I crochet hat. Secret pal names 
for 1964 were drawn. 


first ll months of its existence East Palestine. Ber! Keck of stale department second v i c e 
jn 
Glenmoor Post 736. c o u n t y commander, will 
be the guest 
rp, 
» . 1 
, 
commander, presided. 
speaker. A. E. Walker of t h e 
yearn 
t ^ iT e S 
Oiher ffucsfs were 
l*wiKh. Canion Sc^;lsys,emwil, speak 
mail I 859 insured parcels and Bush of North Georgetown Post on his trip to Russia. 
Prizes for password went to - 
' mnnpv nrd * 
Ust 
v e a r574. 10th District commander. 
Next meeting of council will 
Mrs. Pete Gallo and Mrs. Hath- rnmnarpri tn •><* 
resisters i 164 and Ronald Mackall of Post 31. be held Feb. 14 at the Post 131 
r>" 
.. 
. 
. 
„ 
S 
p 
a 
? 
® 
and only 
907 chairman of the County Soldiers in Leetonia. 
Next meet,ne is .fan. 
21 ^ 
|n |%2 
Relief Commission. 
Mrs. James Taylor of Winona 
J 
entertained 
the' HON 
Club 
Brown said more people are 
,|rst 
Thursdav evening with M rs 
l,s,n8 lhe Calcutta branch lo- “ ast 
Liverpool, 
(nun! 
i f . 
I L J L ( l i e r 
thursday even.ng with M rs. (.ated at lhe Potters Lumber Co vice commander, reported the A l l e r A u to KO N * l i v e r 


James Cregar of Post 374 of (Manton .Mail Is L itP fl 


cues!™ ™ 1 Cr0SSCr ° f W,n0na’ 3 since parking''space 7s”"not at county membership at 2,294. or 
a Canton motorist was cited 
Card nri/es were received bv such a Prpmium as it is at the 449 less ,han 
19fi4 *>oal- 
for driving at a speed in excess 
M^s Card Page and Mrs ^ur- main office. 
Kenneth Brook, first v i c e of road - ^ o m s atter his car 
ma Black 
I 
No mail is delivered from the commander, and Boh Milne, ad- rolled over cn Routt 45 seven 
Next Meeting Fob. 13 
branch and 
there is no r e n t a l ^ , both of Post 374. report- miles, norto of Wellsville Friday 
Mrs. Lydia Bennett and Mr s. ' 
Dr. Zanvel Sigal. Midland den- Myrtle Toot. 
list, was returned for his sev- 
Hostesses were Miss Laura U1I<I]U rtVc 
tai 
t uail, ,,, ,1I11C 
enth consecutive one - y e a r McKee. Mrs. Ruth McKee. Mrs 
Mr. and Mrs Joseph Tench of c o n n e c t 
with' outgoing dis- 275* coun,-v education chairman was rounding a curve when he 
Mid- Artip Anderson and Mrs Otivp 
t , I,,- 
-------- 
__noiv.Hnc 
said Buckeye Boys State will lost control and 


Next Meeting Fob. 13 
branch and there is no rental Jutant. Dotn ot lost j/4. report- roues norm oi man,vmr r.iuay 


The dub will meet Keb. 13, box service, but mail deposiled l>d lh‘,ir lmd h®d 
" S ” Ti'c' ki''.,' Hiehwav Patrol al 
with Mrs. (lien Adams of Prit-1 al lhe branch is broach! to lhe membership quota of HU. 
The bla e Highway Patrol at 
chard Ase. Ext. 
main office dally in lime lo 
Walter McCoy of Lisbon Post Lisbon said Michael New. 43, 


term as chairman of the Mid- Artie Anderson and Mrs. Olive Tyler. Tex 
announce the en- patches. 
land Municipal Authority at its Ogle. 
gagement of their daughter, 
-------------- 
annual reorganization meeting 
Team To Practice 
Miss Christine Patricia Tench. I 2 A l ( n n n tv S c h o o l 
Friday night at the W a t e r 
Members of the degree team to William Eugene Durr, son of 
Works Building. 
are to attend the meeting Thurs- Mr. and Mrs. .John Durr of Executive* M eeting 


Sullivan Toot; was reappoint- day In practice for the district Corpus Christi, Tex. 
LISBON - Twelve attended ,he"Amerteanism"aod coverm and ribs H<: was treated at Su­ 
ed as vice chairman, and Mr, cession '" february. 
A summer w e d d i n g 
is lh, Columbiana County School'"* 
tnd *m’en 
He 
Malena Westlake as secretary- 
Bide-a-Wee Club met wi t h planned 
Administrators' meeting Friday 
treasurer. Donald Craik. reap- 
Russell JPeppeJ of E. Wash- 
The Purr family are former po^^af the Wick ^Hot cf widh 


went off the 
be held at Ohio University in right side of the highway. The 
Athens June 11-20 and the dead- car then returned to the road, 
line for reservations is March went off the left side and upset. 
15. 
New suffered a cut on the 
He also announced winners in head and sprains of the hark 


pointed as water works manag- 
St. Thursday evening Salem and 
Lisbon 
residents, 
er. also was named as assistant G °nat*on (>f 55 to the March of Mrs. Durr was Miss Alice An­ 
isoles was approved 
derson, daughter of Mrs. Artie 
Mrs R o b e r t Morrison 
re- Anderson of 
Vine St. and the 
ceived the hostess prize. 
)ate j ohn K Anderson 
The chih will meet Jan. 
23 Mr. and Mrs. Gerald Wei n- 
with Mrs. ( bardes Neal of Pleas- 
stock of Franklin Square Rd 


Lisbon Supt. Oliver Payne pre­ 
siding in the absence of County 
Supt. James L. McBride, chair- Ferrall, Columbiana; Grade ll 
man. 
I--Margaret Springer and John 
A discussion was held on let- Harrington. East Palestine, and 
ter received f r o m Juvenile Grade 12 — Katherine A oder of 


ment tests held in the County lem City Hospital 
Schools. They are Grade 9 — 
Gayle Smith and Russell Lipp. SaleMtl District Man 
East Palestine; Grade IO — Su­ 
san Elaine Hough and James Filled Villi Seiltenerd 


LISBON 
A Salem area man 
was sentenced Friday bv Com- 


| secretary. 


Atty. Frank Suffoletta of the 
firm of Suffoletta & Masters 
was retained as solicitor. R. E 


engineer In^ the" Mtetad Itak 
„ 
„ 
have retume^ from'Tolumbu';. Judge Louis Tobin, urging the East Palestine and Joe WojtecU 
. 
’ 
. . 
The 20th Century Club was where he attended a seminar school curriculums provide for 
Columbiana. 
th 
M^,*Se*C° nrrU^ding engineer entertained 
Thursday evening for district managers of the Na- the difficult, slow learners, be- 
Sponsoring the tests were 
' ■ e 
t * ?",* ° ,(|? ° 
e Pa 
^ rs 
dames of E 
tionwide Insurance Co. w h i l e fore they become drop-outs and 31, East Palestine, Post 290, Col­ 
in^ r'iH 
4° ’ WJi 
l0a ,nue 
Chestnut St. 
Mrs Ray Alexan- Mrs. Weinstock visited M rs get into trouble and become urr|biana, P°s* ^74. East 
. 
. 
, 
the authority s depository. All der and Mrs. William M. Mer- .lames T. Rodgers of Newcom- wards of the court. 
erP°o1- and Post S74* N o r t h e r * 
are one - year appointments, 
gan Jr. were guests. 
erstown 
™ 
> *• 
j Georgetown. 
Meetings will continue to he 
Bridge Prizes Given 
Mr and Mrs lames Rahh of 
Rp('ent resollf1'non^ considered 
Mackall said Mrs 
Virginia was suspended .or six months 
held on the third Wednesday of 
Prizes for bridge 
were award- N Jefferson St have returned hV lhe -.S,ale BOard 
^dU(a" Wast 's resigning as service of- He was found guilty by a jury 
each month at 7 30 pm. at the cd Mrs. Kenneth 
Clapsaddle, affrr a Vlsj( (jurmc (he holiday ,IOn 3 
upcoming legislation, fjcer for (he Soldiers R e l i e f 
Wafer Works Building. N e x t Mrs. Morgan and 
Mrs. J a c k season with their son and tam- a,nn^ W|th school calendars, va-1Commission and that applica- 


mon Ideas Judge Joel H Sharp 
when his request for a new trial 
was overruled on charges of 
p 
driving while intoxicated. 
° S 
Gene Daniel Reals. 33, of R 
IV 4 received six months in the 
County Jail, was fined $500 and 
costs and his driver's license 


is Wednesday. 
ily, Mr. and Mrs. J a m e s 
cations and individual s c h o o l Rons for the position will he 


Ort. 14. 
Judge Sharp suspended a 11 
hut 3ft davs of the sentence and 


H ancock Su it \*k* 


$ 2 5 ,0 0 0 In <!nlli*ion 


Advertisem ent 


Williams. 
......... 
Hostess for the meeting. Jan 
Babb .lr of Albuquerque"n ' M Prn^ ems a*so were a*rpd. 
reviewed Wednesday at a spe- half of the fine provided he Is 
23 will be Mrs. Lester Robin 
.Michael Klembara son of Mr 
K 
A. I.arrick of the State rial meeting of the commission of good behavior, 
son of W. Lincoln Way. 
and Mrs. Michael Klembara of Department of Education spoke 
Mrs Robert Ford of the Can- 
W. Point, a sophomore in 
the briefly and Ahmad S 
Khan of 


A 
S-JSOOO 
H a m a o o n o ♦ i n n 
,011 Rd 
W a s 
r l p ( ‘, o d president Civil Engineering S c h o o l of Kent i Pakistan, president 
of the gov- 
aeainst^ CoHH-ird Halers 
tor 
Hie Lisbon I.ionettes at a post- state University, 
has 
b e e n ernment college at Hyaderhad, 
Hays Motors 
and Robert 
^ 
Wednesday named to the dean s list. tor was a guest 
O 
Moore of 
Chester has loon 
hnmr nf ^,rs Hie first semester. He is a 
1962 
Next meeting is Feb. 14 at 
O. 
Moore of 
( hosier has been Neal Brown of the Salinev " 
filed in Hancock County Circuit Rd 
Court in New Cumberland 


* COUNTRY STYLE DINNER * 
ROAST VEAL 


w ith Celery Dressing 


SERVED SUNDAY 
11:30 A M . - 7:3ft P M 


Potatoes gravy, buttered pear 
& carrots, cole slaw, homemade 
bread, blitter and coffee or tea 


A L L Y O U C A N E A T — 
1.50 
PER PERSON— 
hilri'i Portion — $1 (Hi Each 


ROAST VEAL PLATE LUNCH - $1.00 


C L O S E D $ \. M . T H U R S D A Y T I L 8 \ 
M F R ID A Y 
KENNEDY'S RESTAURANT 


(Open 21 Hour* Hail)J On Route 7 (Youngstown Rd I 
Just Past the Intersection of Route 3ft— Dial Ft 5-4!.*! 


p graduate of Beaver Local High the hotel 
School. 
_ 
Tl. 
| 
att 
u 
m u, 
^ 
Others named were Mrs. Ar 
Mrs Clarence 
Rail, 
M rs 


m 
f 
I I ° 
lhur Shroyer, vice president \nne Gruber, Mrs Merle Rur- 
and Mrs. 
earl Aria. both of 
Mrs 
Russell Reynolds, secre- 
son and Mins Nellie Gillis at- 
Weirton, seek damages in con- tary; Mrs 
Harold 
Detwiler tended the meeting of the Col 
J 
10" 
a 
(niaC.C1l Cw I freasurer: Mrs. Michael Boil- umbtana County 8 & 40 Salon 
Aug 22. l%3 on Colliers Rd . Ingi chairman of entertainment. Thursday night at East Liver- 
befween Weirton and Colliers and Mrs George Zeigler, mis- pool American Legion Post 374 
The suit alleges Winrod was 
— 
* 
driving a truck owned bv Mrs 
w\ 
‘ 
M\ 
I 
c 
f 
Aria when struck in the rear M a t t s l / l l n P 
— r ro m ( . i l l 
XlltM iil 
while halted 
for 
a 
one-lane 
L \ %.. I i ; . . , , . . 
N IL .. YI: 
l l . / I . 
bridge 
M.k,re was driving a 1 01 M U O n e Ily 
><kc 
( Ja * * 
Goddard Bakers truck, owned 
//«-- 
1 / * / » » 
1W0 ^'asl *-‘vprP°°l' A r my 
bv Hays Motors. Inc. the suit ^ 
M U S H M i l 
privates. <iarv L 
Filch and 


•««*«• 
n ' f S ANT ; L KS 
u Pl 
n1T V"n!I' 
rn V 
' l T 
a" 6nd,n* "I W" Wash!ngton'anfi"s'' Beaver 
Winrod seeks damages for a1- Duke. one of the world s wealth- H Nike missile electronic main- 
,u. t. __ 
leged injuries, and 
Mrs Aria ,esf w°men. is the defendant in tenants course at the A r rn y 
seeks to reeover damages to her a Superior ( our! divorce suit 
Defense School al Ft Bliss, 
truck. 
Hied by a jazz musician who Tex The course is scheduled lo 
_______ 
____ 
says they were secretly mar- enfi *lur'e IO. 
*> c 
• 
w 
i 
Tied in 1956 
Filch 
son of Mr 
and Mrs 
J >er\ ic e m e n N n en d 
. 
1 
The complaint filed bv Joseph F.dgar I. F'ltch of 7th Ave , La- 
H o lid a y III lloM JE K o n g Armand Caslrn Kndav charged Croft, cnmpletrt basic Irammg ^ 
’'^ 0 damagV Wa<''repnr"ed 
Two area servicemen serving <Tllpl,y and a s k e d $5 (HH) a at M Jackson, S ( 
He is a 
,u___ ._u.„ 
aboard the attack aircraft car 
mnn,h alimony 
1959 graduate of East Liverpool 
Tier Midway spent the holidays 
Castro, 36. formerly was a High Schoo, 
in Hong Kong and visited two band leader and instrumentalist 
son ^ Mr. and Mrs 
orphans adopted bv 
the ships in night spots along the Sunset 
H Wolfe, 1732 Pennsyl- 
crew 
Strip His complaint said he is van'a ^ve • u4lo also trained al 
They are Airman App John presently unemployed and that ^! 
is a 1963 graduate 
C. Goodballet, son of Mr and his last job paid only $150 
Mrs H. K. Goodballet, 1113 St week. 
. 
. 
. 
. , 
. 
, 
ment employes and the c l e r k 
Tho musician alleges that he 
. 
treasu rer 
is 
due 
at 
I ishon Hotel on Sunday. January 
13 
and the tobacco heiress were U n lin e d \l TD 
!Council Monday night at 7:3ft 
*%4- Hours: I to 8:30 p.m. 
wed in two different ceremonies 
PROVIDENCE. R L fATi 
Mayor Dean Stockman said 
one in Providence. U I , July Henry S 
Chafer. 76. b o a r d Council 
will also discuss the 


6. I9Vv and the second in Phil chairman 
of 
the 
Providence request to change the police and worried 
Journal Co . died Friday night fire phone lo the 
County J a i l man 
ospital 


I xUIm n l ) r i \ r r ( Hied 


F o r I n ix in " M is h a p 
LISBON 
Amos H. Gary. 
209 N. Market St., was cited 
for leaving the scene of an ac­ 
cident after his car hit that of 
Miss Vinnie Warner. 252 
\V. 
Washington St., Friday after­ 
noon at 12 25 
Police Chief Leon Zahrndt said 
Gary refused to slav until po­ 
lice arrived at the intersection 
of W Washington and S Reaver 
Sts The headlight of the War­ 
ner car was damaged. 
In 
another 
mishap. 
M r s. 
C h a r l e s Nace pulled from a 
parking space on N Market St 
and wav struck bv another car 
whose driver was not 
identi 
fied No dam 
in the mishap at 2 3ft. 


I .i*d>on ( o im r il S r i* 


V rlio ii O n l*av R a ise s 


LISBON 
of 
the high school 
Both enter- an ordinance for pay raises for 
cd 
the Army last September. 
Pol‘fe, street and street depart- 


SALE 


200 Pair Odd Lots 


WOMEN'S 


AIR STEP - RHYTHM STEP - 
CROSS COUNTRY 


V A L U E S T O 
18 05 
N O W l/2 PRICE 
4.50 to 9.50 


Regular SALE in PROGRESS 
30% to 50% OFF 


Shoe Salon - 
Second Floor 
o o /lv /f s ; 


Corner Fifth and Washington Streets 


ALL SALES FINAL 
\’0 PHONE ORDERS 


George St . and Aviation Ordn 
anceman 3C Robert J Brown 
son of Mr and Mrs John R 
Brown, L’ftOft Danbury 
A ve 
Wellsv die 
The crew held a party aboard adelphia Feb 6. I960 
th, <hiP tor 3nn rhildrnn (rom 
K(forts 
M|„ ,)ukp a, a 
an nrphanag, xrhnol in Hnng f„r ,.ommenl on ,hf dllorcf sl], 
Kong 


Xii F.hh Registered Cosmetologist explains the 
Final reading of Ebb Home Treatment Method. 


H. M. Idle will be in h.ast 
Liverpool, Ohio, at the Travelers 


exclusive 


were tiny ailing: 


from a service station 


F o r fr il- > 2 0 
Director* Retained 


For Dotier* >a\ in*;* 


Richard \'. Beatty, J 
Ren 
nett Porter and Dale I) Thomp- appearance 
bonds 
FYiday 
son were re-elected to three- Mayor Dean Stockman's i 
year terms as directors of the on failure to pay two overdue 
Potters Savings A Loan Co. at parking tickets Hill was con 
the annual stockholders meet laded bv letter to pay for the 
mg Friday, 
two tickets at 
$1 
each, but 
The directors will meet F'ri failed to do so. and was arrest 
day at I p m 
to reorganize, cd on warrant, police said 


P a river 
LISBON 
Roger A Hill of 
Lisbon R D 5 forfeited two MO 
in 
irt 


r 
n 


199 Wash. St. 
D ia l :;X5-1215 


WAREHOUSE SALE 


WEDNESDAY. JAN. lith 


M a rk Downs In Every Dept. 


Price Reductions From 


Ho lo '/2 OFF! 


Scores of Merchandise to 


Be M oved O ut . . . H U R R Y ! 


BUY YOUR HOME NOW! 


MAKE HOME IMPROVEMENTS 
AT A LATER TIME 


ALL WITH 
ONE HANDY HOME LOAN 


Get the details on our 
opcn-end home loans now. 


WF RE OM V :> MIM TES FROM THI 


Now is the time to act on this 
great opportunity. Every hair 
person i man or wn- 
should take advantage of 
this FR EE CONSULTATION It 
your scalp is still creating hair 
and you have dandruff, or ex 
I censive hair tall excessive "iii 
ness. dryness or itchy scalp. 
why 
not lake 20 minutes of 
your time to see if you can tie 
in* I ped1’ 


ll M Lilt* is a Stall Dim tor 
ot the Ebb Hair Specialist 
Hr 
is qualified by experience and 
training 
to 
recommend 
the 
proper method to assure you ot 
Hie fastest possible results in 
the shortest period of time al 
the least amount of cost to you 
The Ebb Method will not help 
ihosp who are slick bald attn 
years of gradual hair Ins- We 
want to make it dear that M ale 
Pattern Baldness is the cause 
ot the great majority of cases oi 
baldness 
and 
excessive 
hair 
loss, for which neither the F.hh 
Method nor any other method 
is effective. 


Rut if there are other reasons 
for your hair problems, it is 
possible that von can be helped 
’I 
\ 
Melton, .lr 
> above! 
Results 
are 
guaranteed 
(in shows how In saved his hair 
writingi from the beginning to and now has handsome, healthy 
the end on a pro-rated basis bv hair ll- did not have Male I’at- 
the F'bb Hair Specialists. 
tern I'.aldm 


You have no reason to be 
S F ! 
Mr 
ll 
M 
|.j|P at the 
skeptical 
We 
make regular. Travelers Hotel in Fast Liver- 
scheduled visits to blast Liver 
pool. Ohio. Sunday. January 13, 
pool, Ohio 
How could 
we do !%t. between I and 8:3ft pm. 
this unless we gave results' 
He w ill do the rest 
'J 
Interviews are in private N on 
'j Why burden yourself 
with un- will not be obligated or embar- 
2 
healthy hair and scalp. It costs rassed in any way 
you nothing to learn how so 
Remember, 
tor 
hair 
protv- 
many 
people have 
benefited Urns, see 
rom the F]bb Method 
Know 
__ 
experience and 
training 
WH SPCCIAliJTS 
(ffers you opportunity, sails 
I.RR 
adion and results. 
I 
Nv 
* *’" 
* 
^\ 


S A T U R D A Y , JA N U A R Y It , 
E A S T L IV E R P O O L R E V IE W , E A S T L IV E R P O O L . O H IO 
P A G E J 


Here And There In District 


News From East Liverpool And Vicinity 


Lisbon Marriage Licenses 


Sidney N. Perkins, p o t t e r , 
East Liverpool, and Joyce a ! 
Henthorne, waitress. Lisbon R 
D. 3. 
Charles Jack Watson, con­ 
struction worker, and Jane Ann 
Simballa, East Liverpool. 


Issued In New Cumberland 
Richard F. Andrews Jr., East 
Liverpool, and Nancy C l a s h , 
Chester. 
William 0 . Wedgewood, and 
Sarah C. Davis, Chester. 
Richard A Tingler, Weirton, 
and Barbara J. Crago, N ew 
Cumberland R D. I. 
Charles M. Elliott and Connie 
S. Newlen, Chester. 


latter Carriers To Meet 


Rranch 577 of the National As­ 
sociation of Letter Carriers will 
meet Wednesday at 7:30 p. rn 
at the Potters Savings & Loan 
Co annex Ben Becze, president, 
will preside. 


tional Association for Bank Aud­ 
it. Control and Operation, Wed­ 
nesday night at 7:30 at the Tip­ 
pecanoe C o u n t r y Club at 
Youngstown, according to John 
K. Allison of the First National 
Bank. The chapter meets month­ 
ly to discuss better methods of 
audit, control and operation, all 
aimed at improving bank serv­ 
ices and providing greater pro­ 
tection for customers. 


Seevers of LaCroft, has return­ 
ed after 13 months service in 
Korea with the Army. A per­ 
sonnel clerk, he is home on 30- 
dav furlough and will report 
back to Ft. Eustis, Va. He is a 
1962 graduate of East Liverpool 
High School. 


damentals of Bowling” at the 
meeting of the East Liverpool 
Shrine Club Monday at 7:30 p 
rn. at the Casting Club. 
Water 
Maintained 
Supply 


Deloris Morgan—Wellsville 
Please contact Mrs. Lois Hors­ 
ley, 385-1575 immediately.—Adv. 


Births Reported 
Mr. and Mrs. Roy Young of 
Grimms 
Bridge, a daughter, 
Jan IO. at City Hospital. 
Mr. and Mrs. Edward An­ 
drade, 371 Penn Ave., Midland. 
a son, Jan. IO, at City Hospital 


(Continued from Page I) 


a windbreaker built out of can­ 
vas has been set up at the 
scene to help the men stand the 
severe 
cold. 
Baldasare. 
who 
was at the pits until about mid- 


Projects 
3 Braver Men Cited! 


In Area Stamp Raids 


BEA V ER — Three Beaver 
Candidates 


(Continued from Page I) 
(Continued from Page ll 


Inc., Cleveland. $17,- ( 0lJnt.v men were among 24 ar- Co., is married and has a son, 
rested in a series of Western William Allison, of Chester. 
Pennsylvania raids Fridav in 
Other candidates who f i l e d 
Friday or today ares: 


Jaycee Board Will Meet 


The Board of Directors of the 
Junior Chamber of Commerce 
will meet Monday night at 7:30 
at the Chamber of Commerce 
office Richard Chadwick, pres­ 
ident will preside. 


Medical Academy To Meet 
Dr. Gordon McNeer, attend­ 
ing surgeon and chief of the 
gastric and mixed tumor ser­ 
vice. Memorial Center for Can­ 
cer and Allied Diseases in New 
York City, will address the Fort 
Steuben Academy of Medicine 
Tuesday night at 8:15 in the 
Fort Steuben Hotel. His topic 
will he ‘ Carcinoma of the Sto­ 
mach.” 


Stag Fish Fry 


Friday, Jan. 
10th. 
8 p. 
rn. 
Lawrenceville Fire Dept.—Adv. 


Owls Club 


Every Fri . Sat , and Sun. Mu­ 
sic bv the 
Serenaders.” —Adv. 


Wellsville Jaycees To Meet 
The Wellsville Jaycees w i l l 
meet Monday night at 8 at the 
Jaycee Hall. 
The B o a r d of 
Directors will 
meet 
at 
7:30 
Richard Kevan is president. 


Fraternal Order Orioles 


Evening entertainment by Dick 
Golden's Orchestra. 
IO to 1. 
Members and friends welcome 
! —Adv. 


Wellsville Board To Meet 
The Wellsville Board of Ed­ 
ucation will meet Monday night 
at 7:30. Russell Dysert, new 
president, will preside. 


Church Men To Meet 


The Rev. Richard Maurer, 
pastor, will speak on “ The Dead 
Sea Scrolls” at a meeting of 
the 
Methodist 
Men 
Monday 
night at 7:30 at the Wellsville 
Central Methodist Church. Har­ 
old Driggs will conduct devo­ 
tions Gene Montgomery is pres­ 
ident. 


PTA Federation To Meet 


Dr. A. A Turner will speak 


on "Dental Health for Children" 
at a meeting of the City Feder­ 
ation of Parent - Teacher Or­ 
ganizations Monday at 7 45 p rn 
at Westgate School. 
Business 


will be conducted by Thomas 
Doland. president. 


Army Reserve Plans Drill 


Co. A. 7th Medium Tank Bat­ 
talion. local Army Reserve unit, 
will hold a multiple drill Sun­ 
day at 6 30 a. rn. at the Pop­ 
lar Ln. Armory. Qualification 
firing will be conducted at the 
Elkton 
firing 
range 
by 
the 
company officers. A class on 
“ Tank Armored Infantry Oper­ 
ations” will be presented by 
Platoon Sgt 
John Chavis and 
Spcl 4C Terry 
Brandt, 
( ’apt 
James 
E. 
Fox 
is company 
commander. 


Dog License Deadline 


Dog Warden Robert Croyle re­ 
minded 
residents 
today 
the 
deadline to purchase 1964 dog 
licenses is Jan. 20. The sale 
has been slow so far, he said. 
Croyle pointed out there is a $1 
penalty for licenses purchased 
for individual dogs after t h e 
deadline and the kennel penalty 
has been upped to $5. 


With The Patients 


Mrs. Robert Neville of Wyo­ 
ming Ave is ill. 


Einar Humlikjer of the Can­ 
ton Rd., 
Lisbon, 
is confined 
with a back ailment. 


Harry E. Haustman Jr. of 
Hillcrest, Wellsville, is recuper­ 
ating at home after surgery a 
week ago at City Hospital. 


Admitted to Salem City Hos­ 
pital were Mrs. James Young of 
Rogers, Mrs. Floyd Merrill of 
Lisbon. Harry Malone of Lis­ 
bon R. D. 3 and John Henry of 
East Palestine. Discharged were 
Albert Shasteen of Lisbon R D 
I, Mrs. Alex Davis of Lisbon 
R. D. 2. Mrs. Wayne Nulf of 
East Palestine, and Mrs. Wil­ 
bur Urmson. Mrs. George Hea­ 
ton and son and Mrs. Robert 
Smith and daughter, all of Hog 
ers R D I. 


William Briggs of Broadway. 
Wellsville, is under observation 
at the Osteopathic Hospital He 
was admitted last Saturday. 
Charles Gartland, 1079 Hill­ 
crest Rd , Wellsville, is a pa­ 
tient in City Hospital following 
a heart attack suffered Wednes­ 
day night. 


eneering. 
957. 
Plumbing — Riffle Plumbing 
& Heating Co., Salem, $35,136; 
Cardinal Plumbing &• Heating 
Co. Sebring, $37,486; 
Ellvson 
Plumbing & Heating Co., Sa- 
, 
,, ., 
., ., 
.. 
lem. $41,800; Crogan Plumbing 
night Friday, said (he weather 4 Healing. Youngstown. $42,381° 
was severe. The area is com- i mhwvL- pinmKmn s n 
. 
. 
. 
, 
. . . 
. 
, ,, 
niotniv nnvorori «.-,th ennu, 
Marook I lumbing & Hi ating, stamp. Michael C. Pieleski, 37, 
pletely covered with snow. 
Steubenville, $42,881; Dougherty 
t u 
l- ii 
a 
♦ aw 
Holes were chopped In (he ice & Mitchell. Inc. Youngstown. " I 
' US" 
' 
to lower the hoses down to the $44,300; C. J. Little & Son Co.. ' *’ ° 
nnwav- an 
water from the pumps. 


A portable generator was put 
into operation last night about 
IO to provide light. The direc­ 
tor said there have been contri­ 
butions of instant coffee, sugar, 
canned and powdered milk, pa­ 
per cups and plastic spoons for 
the men. Another promised to 
provide 
doughnuts 
today, 
he 
said. 


Eagles And Your Guest 


for your dancing pleasure, Russ 
Ludwig and his Blue Shades. 
Sun. night. 9 30 —Adv. 


Columbiana Square Dance Club 


Dance Sat . Jan 
ll. 8 30 to 
ll 30. Southside School —Adv. 


Area Rank Group To Meet 


Atty. Myron 
J. 
Nadler 
of 
Youngstown will speak on the 
“ Analysis of Bankruptcy Laws” 
at the monthly meeting of the 
Youngstown Area Chapter, Na- 


Wellsville Club To Elect 


Officers will be elected at a 
meeting of the Wellsville Wom­ 
en's Civic Club Tuesday night 
at 8 at the O'Hara offices. The 
social committee will be Mrs. 
Virginia 
Gitschier. 
chairman, 
Mrs. louise Lawton and Mrs. 
Floreine Broderick. Mrs. Mary 
Carroll is president. 


Round And Square Dance 


tonight, 9 p m 
at Lawrence­ 
ville American Legion.—Adv. 


Chester Post To Meet 


Chester American L e g i o n 
Post 121 will meet Monday at 
7 30 p. rn. at the post home 
W i l l i a m Mount joy is com­ 
mander. 


Grand Jury 


SERVICE 


Don’t fill out your own 
tax forms unless you are 
,'amiliar with the hundreds 
of tax laws We are - so 
know- what deductions 
you're entitled to Our 
charge is deductible too! 
• Federal 
• City 
• West Virginia State 
Personal or Business 
Evenings bv Appointment 
FRANK F. FLUN0 
INSURANCE AGENCY 


U ts Sold For $39,000 
Florence Smith 
of Chester 
has sold l^ots 50, 51 and 52 in 
the Grandview Subdivision to 
Robert S. Sowers for $30,000, 
according to land transfer rec­ 
ords filed in the Hancock Coun- 
Y0UR tv (Courthouse in New Cumber­ 
land. 


‘‘Hold Your Hand” — Beetles 
New, old rare records Record 
Shop. Glenmoor. FU 6-5370. 
Adv. 


Quota Club To Meet 
Mrs 
Sallie O Hanlon, presi­ 
dent. will conduct routine busi­ 
ness for the luncheon meeting 
of the Quota Club Tuesday at 
the Travelers Hotel. 


McKinley PTA To Meet 


A pand discussion, concerning 
children's 
religion, 
education 
and parental influence, will fea­ 
ture the meeting of the McKin­ 
ley Home and School Associa­ 
tion Tuesday at 7 30 p rn Lee 
Hyder, president will conduct 
business. 


(■oat Milk 
for sale at St Clair D a i r y . 
Phone FU 5-1779 —Adv. 


(Continued from Page ll 


ed of .slashing the throat of Ka­ 
ren Adams. 19. on Sept. 19 
The panel will be asked to 
return breaking and entering in­ 
dictments against David James 
Balach and Rirger E. Lindgren 


Balach, 19. of Carnegie w a s 
arrested 
in 
Pennsylvania 
by 
Hancock County sheriffs depu­ 
ties and extradited to 
f a c e 
charges of breaking and enter­ 
ing The Lounge on Route 30 
near Chester Dec 5 He is ac­ 
cused of theft of IO cartons of 
cigarettes and 
$4 
in change 
from a cigarette machine. 


The sheriff s office has sum­ 
moned 
a 
list 
of prospective 
grand jurors, who will report 
at IO a rn. 


Groceries And Cash Taken 
Mrs. William Stark, 122 Ra­ 
vine St . reported to police Fri­ 
day afternoon that a thief en­ 
tered her home through a rear 
door and took $10 from h e r 
purse and two sacks of grocer­ 
ies worth $14 


Hancock Roard To Meet 


The Hancock County Board of 
Education will meet 
Monday 
night at 8 in New Cumberland 
Junior 
High School. 
Dr. 
W. 
Dale Williams is president. 


City WAC Assigned 
WAC Pvt 
Mary M 
Young. 
niece of Carl J. Pickles, 716 
Bradshaw Ave, has been as­ 
signed to Et 
Myers, Va 
As­ 
signed to the corp s Headquar­ 
ters Co , she last served al Ft 
Harrison. Ind . and is a 1963 
graduate of Fast Liverpool High 
School. 


525 Market Si 
285*4460 


Returns From Korea 
Spcl 
4C Ronald A 
Servers, 
son of Mr and Mrs Arthur A. 


Notice: Members I.O.O.F. 379 


Meet at Temple 7 30 Sunday 
evening to conduct funeral ser­ 
vices for Brother Moncreif at 
MacLean Funeral Home Sun­ 
day, 8 p rn —Adv. 


Masonic Lodge To Meet 
Masonic Lodge 681 will meet 
Tuesday night at 7 30 in th e 
Masonic Temple, according to 
Glenn Littell, worshipful mas­ 
ter. 


Shrine Club To Meet 


Clarence (“ Butch"! Wueherer. 
manager of the Friendly Bowl­ 
ing Lanes, will speak on “ Fun 


M idland Man Jailed 


A lle r 3 d ’.ar ( .ollisinn 
C h a r l e s Hoskinson of 82 
7th St . Midland, was jailed on 
a charge of drunken driving Fri­ 
day evening following a three- 
car collision on Route 68. near 
the new Shippingport B r i d g e 
site. 
Police said he went left of 
center, hitting a car driven bv 
Albert Cellini of Steubenville. 
then a sedan driven by Donald 
Bell. 1069 Midland Ave , M I d- 
land. 
Kenneth King. 541 
Midland 
Ave , a passenger in the Bell 
auto, was treated for a lacer 
ated lip at the Rochester Gen­ 
eral Hospital. 
Hoskinson’s 1952 sedan w a s 
termed a total loss, while the 
Cellini and Rell autos received 
extensive damage Industry Pol­ 
ice Chief Ray Hendershot in­ 
vestigated. 


(Implied To Death 


W ELLSBURG. W. Va 
* 
Delbert E 
Williams. 
19, 
of 
Wellsburg, was crushed to death 
Friday as he worked under his 
automobile Police said the ear 
slipped off a humper-jack and 
fell on him 


& Son. $51,830; 
rook, $51,953; Salem Plumbing 
& Heating Co., Salem $52,295; 
Parish. $53,521, and C r o g a n , 
$57,101. 
Electrical — Firestone Elec- 
— •“ ‘ 
, 
trie Co., Salem. $39,740; Frank- 
THE D IRE(TO R said be has |m w i r i n g Co., Youngstown, 
received 
numerous 
offers 
of $4, 795. anc| Savre Electric Con- 
small sump pumps from vari- trading. Inc., Fast Liverpool, 
ous individuals, along with per- $64,913. 
sons volunteering to lay a tem- 
-------------- 


porary pipeline. should ii be ne- H ij- llla n .lt n * ll H o m e 
cessary. 
n 


The pipeline is the final phase H a s .SU .OO O h ir e I .<>•** 
of the plan should the tempor- 
Fire apparently resulting from 
ary supply not hold out. With an overheated furnace caused 
the adoption of the resolution an estimated $8.(HW damage to 
declaring an emergency, t h e the home of Arthur Roberts of 
federal government will be ask- Highlandtown R. I). F r i d a y 
ed to provide pipe, now stored evening 
at Marion, to run a line either 
Highlandtown 
firemen 
re­ 
born East Liverpool or lo pump (‘elVf>d the (‘a^ about 8, bul the 
water from the Ohio River or one ‘ s,or.v frame, some two 
a creek to the reservoir. 
miles out the Highlandtown - 
, 
,. . 
. . . 
. New' Salisbury Rd . was burn- 
hnough cant he said about , 
of 
when 
the wonderful response, 
mfici- ‘ arrjVed 


a*s sa*^ 
Donald Bovd, fire chief, said 
Mayor Daugherty said letters tbe portlon of thc house no, dps. 
are being sent to all the princi- froVpd bv fire was damaged 
pal water consumers, alerting badly bv water and smoke, 
them to the emergency and in- 
Mr. and Mrs. R o he r t s and 
viting 
them 
to 
the 
meeting their two children were not at 
Tuesday. 
home at the time and the alarm 
— 
was phoned bv a passing mo- 
AT THE (DUNCIL meeting torist. 
Eighteen 
firemen 
re- 
Thursday night, the mayor said sponded. Most of the damage 
many individuals, organizations is covered by insurance. 
and others will be contacted for 
--------------- 
volunteer work should it be ne- Cold \\ ill M m ig r a te 
cessarv to lay the pipeline. 
Baldasare said thai a crew 
t*rlll«‘i Dll W e e k e n d 
was sent out this morning to 
There was a hard frost this 
find and open any beaver dams rimming and the temperature 
which might he in the headwa- dipped 1° ll bul the cold didnt 
ters of the stream feeding the spom bait as intense compared 
reservoir. They also will search ,rt ^ r'^a> 
because the biting 
for other possible pits or pock­ 
ets of water 
which 
can 
be 
drained. 


the first 1964 crackdown of the 
r 
„ 
Wmford Martin of Now Cum- 
lnternal 
Revenue Service on ber,and R D 2. Democrat, for 
gambling stamp violators. 
I Clay District justice of th e 
Alleged numbers writers with- peace, 
out the $50 federal wagering tax 
Leonard Salerno of Weirton, 
Democrat, for Ruder District 
justice of the peace 
Mrs. Ann Presley. Republican, 
on way. and Leon Stein. for mPmber 0f jbe f,op Execu- 


Youngstown 
$45 834 and I Y 
° f 
^mbn(*Ke were rp*easefl tive Committee from Ward 7 in 
Youngstown. 
ana J \. under 
$1000 bonds in Pittsburgh Weirton 
Parish, Inc., Youngstown, $46.- 
a ■ 
. 
* 
Weirton. 
436 
pending hearings. 
Deadline for entering the May 


Heating and ventilating — El- 
^ iev are am)s°d 
failing 12 primary is midnight Fob. i. 
lvson. 
$48,000; 
Dougherty 
& to obtain the stamPs Co*ordin-1 
,, 
. 
Mitchell. $48,780; Cardinal. $48.- 
« « " 
*« Allo- 
<*unt on three 
963; Little Si Son. $51,830: Ma- 
8hon>' 
i’" d R<'av<‘r Counties as potatoes yielding after cooking 
part of a nationwide campaign an<^ P^bng, 
about two cups 
in 30 
cities. Thirteen w e r e diced, 
nabbed in Pittsburgh, accord­ 
ing to John H. Bingler. district 
IRS director. 


“ Worn® of 
htaurod Saving• ' 


Hancock County 
Federal Savings 
AMO LOAM ASSOCIATION 
* 
OF CHESTER 
Carolina at Third 


MVorgraaa 7-192Q, 


to Friday because the 
winds had diminished. Yet. the 
mercury was 4 degrees lower 
The overnight low was not as 
________________ 
cold as had been predicted and 
, 
, 
the easing of the cold snap will 
N e h ru R elie ved S ic k e r continue over the weekend with 
T I . ... 1J .. 
a l 
I* 
a 
scattered snow flurries tonight 
^ 
and 
tomorrow 
Todays 
high 
NEW DELHI. India 'Af*> — may go above freezing and to 
Indications mourned today that morrow will not be as cold. 
Prime Minister Nehru is sicker 
than official statements have F R I J o in * I ii S e a r c h 
led the Indian public to believe 
,, 
. 
A government publicity nill- H o r “ l{ a ilk 
cer warned that photographs of 
" A S H I N G T O N COURT 
the 74-year-old 
Indian states- HOUSE. 
O h i o 
«AIM 
FBI 
man wiil not he permitted when agents have joined Washington 
he returns to New Delhi He has Counts authorities in the search 
not 
been 
photographed 
since for two robbers who got an es 
taken ill on Tuesday in Rhu- .amated $ I UM* Friday in a hold 
haneswar where his ruling Con- up at the Farmers Bank of Good 
gross 
party 
held 
its 
annual Hope. eight miles southeast of 


IN T E R S T A T E 


R 
F S T 
U 
K 
I M 
INTERSECTION ROUTES 7 and 14. COLUMBIANA. O. 
H A R O L D 
r r i F I I S O 
V 
t a n a g e r 


THIS SUNDAY AFTER CHURCH . . . 
DINE HERE! 


You’ll enjoy our delicious 
food and courteous ser­ 
vice Stop here this Sun­ 
day for your Favorite, 
STEAKS 
it CHICKEN 
CHOPS 
it SEAFOOD 


meeting 


NX o m a ii O iie stio n c il 


DAYTON. Ohio • A P i 
An un­ 
identified woman driver is being 
questioned in the death of a 69 
year-old man whose body was 
found Friday night on a west 
side street Officers said the vic­ 
tim. Donald Oyer, apparently 
was struck by the woman's car 
which did not stop immediately 
She returned lo the scene with­ 
in a few minutes, however. 


here 
The holdup men were describ­ 
ed by Miss Fille Palmer, cash­ 
ier. and Mrs 
Ben McCoy, as­ 
sistant cashier, as being in their 
early 2fts Each wore blue jeans 
and a dark jacket, they ■'Hid. 


Z 
O 
N 
E 


Heavy Duty Roof Coating 
Black and Aluminum 
• 4 Colors i 
Guaranteed Eight Years 
i 
/(INK _ P.O. B<>\ 192 
Newell. W \ a 


It '; * good habit for happv fam ily bv- 


[np 
to eat out more often and enjoy life 


more’ Bring the fam ily here, where the 


p le a s a n t atmosphere matches the excel­ 


lent food T h e y’ll love it and so w ill you 


TURKEY-OUR SPECIALTY! 


MEADE’ S 


r e s t a u r a n t 


GLADYS and PAUL MF ADE. OWNERS 


IN W ELLSVILLE— on the Super Road 


Dinners Served Daily — CLOSED MOND \Y 


C H R O N IC T IR E D N E SS coils 
for a 


medical checkup. Vitam in and chemi­ 


cal deficiencies can be corrected to 


restore your vitality. Depend on your 


doctor and pharmacist 
for reliable 


medication. 
MCBURNEY 
PHARMACY 
i 


' Wkm fkomcauf us a 


F U . 5 - 2 9 8 0 


ion - not a 5 idelut*' 
F A S T L IV t R P O O L 


West Liberty State 
College to Open Branch 
in Hancock County! 


The Board of Education of Hancock County and the admin­ 
istration of West Liberty Slate College announce ;he op**> mg 
of the Hancock County Branch of West Liberty State College 
iii September, 1964 at the college facilities of Weir High 
School located in Weirton, West \ irginia Area residents who 
are interested in beginning or continuing a college education 
al the Hancock County Branch College and desire com; Jefe 
information concerning the progiam of education to be otter 
cd are asked to complete the coupon below and return it odor 
January 13. 1964 to Hancock County Branch College c o Weir 
High School. Weirton, West 
Virginia The 
purpose of this an 
nouncement i« to obtain an indication of community interest 
lr. 
Hancock County rtrancn College and in no wav limits 
the opportunity for students to register at the College when a 
formal registration date is announced. 


;--------------------------------------------------- 1 
I SIR: 
| 


I 
I am a graduate of ................................ 
High Sc hool J 


I City 
, Stale 
............. . and Intent to Mtend j 
I The Hancock Co. Branch College which will open in Sep- | 
I (ember. I%4 in Weirton. I understand that College classes | 
I will he scheduled in the late afternoon and evenings on ■ 
I week days and that I mas enroll as a full or part time. . 
I degree or non degree student. I further understand (tat I J 
| max complete the requirements for the Associate \rt> de * 
I gree at the branch college and may transfer to accredited I 
• colleges or universities without loss of credit if I choose I 
I to work toward an advanced degree. 
| 
■ 
Without obligation, please send me a college catalogue I 
J and nccessarv application forms for mv consideration. I | 
J ani interested in enrolling on a ipart lime) Hull t'me* j 
J basis. 
please indicate 
| 


I 
Name: 
........................................... ! 
II 
Address: 
........................................... I 
1 
City: 
I 
1___________________________________________________________ i 


H O M E 


WE HAVE 
TWO GREAT 
NAMES IN 
CARPET 


BIGELOW 


AND 
MOHAWK 


CROOK’S know the most convenient way to shop for ear- 
pet is at home, where a relaxed frame of mind in A DLR 
OWN family surrounding help make proper decisions. We 
will gladly come to your home with samples and give you 
an estimate on how much it will cost to carpet vour home. 


( A L L F U 5-2370 A M ) H A V E C R O O K ’S C A R ­ 
D ET R E P R E S E N T A T IV E C O M E TO 
Y O L K 


H O M E W IT H C A R P E T S A M P L E S . 


USE OUR EASY PAYMENT PLAN 
CROOKS 


112 East Fifth St. 
East Liverpool, O. 


"The Best Place To Buy After A ll" 


EAST LIVERPOOL REVIEW 


A Dependable Newspaper Serving the Tri-State District 


Exhausting Our Patience 


Published Daily Except Sunday 
By Rrush-Moore Newspapers, Inc. 


Saturday, January l l, 1964 


Established Ort. 25, 1R79 
Member Associated Tres* 
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Spending Can Be Controlled 


President Johnson's bold strokes with a 


new financial broom have reassured money 


capitals here and abroad. New York, Lon­ 


don, Paris and Rome are equally im­ 


pressed with this chief executive who says 


spending can be controlled and takes 


stpps to prove it. 
There now is a brighter prospect for 
correcting the imbalance of payments de­ 
pleting U.S. gold reserves. There is a 
brighter prospect for stopping a lengthen­ 
ing era of deficit financing, a brighter 
prospect for stabilizing the purchasing 
power of American dollars. Investments 
will pick up. Values will be saved. 
Though it remains to be seen whether 
the new President can keep his promises 
to shrink federal employment, cut back 
military spending and get more value out 
of taxpayers’ dollars, he has made the 
promises — and that, itself, is a radical 
departure from recent custom. 


FU RTH ER reassurance is gained from 
the fact he has laid hands on the Depart­ 
ment of Defense, the only place in the 
federal government where large sums 
can be saved. 
Still further reassurance is gained by 
the cooperation of Secretary of Defense 


McNamara, who has had the courage to 
point out places where money can be 
saved without impairing national defense. 
The United States can afford to spend 
public funds at a prodigal rate and plunge 
ever deeper into debt, apologists for spend­ 
ers always point out. They say the country 
is living well within its means and its 
indebtedness is not unwieldy. Therefore, 
no one should be worried. 
Rut the reason for worry never has 
been the country's ability to pay its way 
in present circumstances. It has been its 
apparent inability to control its spending. 
The United States has been likp a potential 
alcoholic who refuses to think of future 
danger and keeps on drinking. 


UNLESS it could show determination to 
avert disaster by pulling up short, it w'as 
rushing headlong to meet disaster halfway. 
President .Johnson has evinced a strong 
intention to stop the headlong rush. 
Unfortunately, hp has offset this plus- 
effect with the minus-effect of promises 
that would cost more than could be saved. 
But he has declared that U.S. spending 
can he controlled, and for that he has 
earned praises wherever people had been 
made uneasy by doubts that spending 
could be checked short of disaster. 


Blame Both Places 


Commerce Secretary Luther H. Hodges 
has gone out of his way to clear up one 
of the puzzles about the wheat deal with 
Russia—a high export subsidy in one par­ 
ticular deal, to enable the grain dealer to 
absorb the higher freight costs of ship­ 
ping the wheat in U.S. ships. 
The Department of Agriculture pre­ 
viously had denied this was so. Rut Sec­ 
retary Hodges, whose department issues 
the export licenses, says if was done this 
way because the nile about shipping half 
the wheat in U.S. ships made it neces­ 
sary to meet part of the cost with a 
high subsidy 72 cents a bushel in the 
deal concerned. 
It does not sit well with U.S. taxpayers 
skeptical about wheat deals with Russia 
to learn that their government is being 
obliged to pay still another subsidy to get 


Letter From Max 


Dear Truman Twill 


That was an interesting conjecture about 
whether you should try a hellv-slam on 
a sled at your age I think you should 
try it We could sell a lot of tickets and 
get quite a crowd. 


You once knew all these things, but if 
lf has been so long since you tried a 
beliv-slam it might be well to refresh your 
memory. 


Don’t try a belly-slam on fresh snow 
unless thorp is some ice under if, other­ 
wise thp sled will stay where it lands 
and you will go ankle o\er clavicle and 
wonder wha hoppen 


Re careful your legs don't hit the hark 
edge of the sled just above your knees 
or you will be nursing bruises 
Your description of your old coasting 
place when you werp a boy reminded me 
of Mvers Hill, where we used to coast 
in winter If w as sort of horseshoe shaped 
like an amphitheater and two gins would 
start af either side and meet just before 
the bottom of tile hill and see which one 
could upset the other's sled 
The snow provided a soft covering on 
the ground and 
being dressed to slav 
warm for hour* outdoors, we 
had on 
about as much padding as a football play­ 
er so there never were aru casualties, al­ 
lhough it Is surprising when you think 
about it. 
V the bottom of the lull were some 
ridges running arross the line of travel 
so if you had enough speed von could get 
some jumps on your sled Sometimes we 
built up these ridges and managed to lift 
our sleds off the ground for a distance 
of a few feet before landing again Sort 
of a bac kvard Olympics 


Here is something you never thought 
of the busiest period of the year for that 
telephone numbe r you dial to get the right 
time is at Christmas when everybody who 
got a watch as a gift wants to check up 


Lurch IVixm al 


Whfti I wro'e In 'his . 
.nm recently 


that I aiwav - wonder whose American 


wav of life people like Eddie Bicken- 


backer are p forested in saving, I used 


him as an example not a 'argel for 


criticism I want to know tile specifica­ 


tions before sip 
g u| 'n ^avc sn ' Ameri­ 
can way of hi 
I mig t f id myself 
hooked up Huh <* false front. 


I am enco'.i-aged bv 'he <>< * a oca eve 
donee that teer-agi 
are as 'rod of be­ 
ing worried a ut 
■ I am by hearing 
people wnrrv 
it !l 
• 
M 
generation 
should have had it ha'f so good when we 
were teen age s hut r 
t e w - ’ < 
, pout 
us 


The poor funeral director' ho e horn 
trapped into defending a1! 
ii ■ rn dc* .-mrs 
against charges of unscrup 
p-.cicf 
the same thing that caused 
think they had to defend all .mo- 
• 
m 
eluding the indefensible ones. 


I am impatient with statistics that pur­ 
port to show spending for schools in 
one state is higher than mother state 
There simply is no basis for comparison, 


set a 
loose 


I wa 
going in a<V 
von about your 
New y car s resolutions, hut I know that 
i5' always a sore point and they probablv 
aheadv have gone the way of last vear’s 
resolutions m> I won t say anything about 
them now. 


I* ait bf ullv xours, 
MAX 


ll' I rn ma ii l\s ill 


unless appraisal values and local tax rates 
are known 
and they never are 


^ : *' 
ns>t motion In civilization would 


be saved if criticism were limited bv law 


and custom to those who know what they 


are talking about whether 
he subject 


happened to he art, literature, polities, or 
public administration. 


Arizona Sen 
Coldwater is running of- 
fieiallv tor the presidency at last and I am 
hoping he wii! not forget to show flashes 
of the uproarious good humor that has 
sc Him apart from the ordinary run of 
men who take themselves seriously. 


I no longer feel that Jacqueline Kennedy 
t ■ eds help from me. the way I did when 
she first came to the White House 
Rut 
I -Mil encounter savage attacks on her 
bet avine, her apperance and her very 
ext u-nce attal ks motivated wholly bv the 
instinct ot the cid to destroy the young 


I munf eve!-, dav 
*'d at this time of 
year when there is no .snow crisis, be­ 
cause bv this time last war all of ii, had 
turned into 
rmwbirds 


-atroce?/ 
Johnson 0 
| k * i i s Door To Labor 


the grain out of the country. This is free 
enterprise*’ 
Rut the fact is U.S. wheat cannot be 
sold abroad unless it meets the world 
price, and the only way it can meet the 
world price is with a federal subsidy. 
which varies according to the kind of 
wheat and the circumstances of the deal. 
It is a sick and peculiar way to carry 
on free enterprise, hut the blame should 
be put on both right places 
hirst is the practice of raising wheat 
solely for the purpose of collecting a do­ 
mestic subsidy. Second is the requirement 
that at least half the wheat which goes 
to the Soviet Union in the wheat deal 
must go in subsidized U S. ships, which 
no one can afford to keep afloat any 
other way. The wheat subsidy in this in­ 
stance is just more of the same. 


Bv Martin Miller 


the accuracy of the new timepiece 


All these light new blankets of snow we 
are getting these days provide an excel­ 
lent opportunity to studv nature by read­ 
ing tracks in the fresh snow*. This might 
lie particularly interesting for youngsters 
but even oldtimers like you and I can 
enjoy it. 
In the city you may find sparrow, eat 
and dog tracks, besides people tracks, and 
you could trv out for a job with Kit 
Carson bv testing your tracking ability 
In the country you have a greater variety, 
such as pheasant, rabbit. quail, and .spar­ 
row and mouse tracks which sometimes 
are hard to tell apart You could become 
famous as Tracker Twill if you set your 
mind to it. 


I here has always seemed to be some­ 
thing lacking in ads for automatic elec­ 
tric meat slicers, which have been fre­ 
quent lately, and it finally dawned on 
me what it is 
’Hit ads always say something like 
It 
slices bv itself, all you have to do is 
guide it 
\nd that is where the rub 
comes 
why should von have to guide it 
So here is my idea our modern science 
and technology should be able to marry 
the principle of inertial guidance to one 
of those gadgets so you wouldn't have to 
go to all the trouble of guiding it 
Just push a couple buttons on a minute 
mechanical brain on the thing t 
predetermined course and turn 
letting the gyroscope gizzmo guide it in- 
eniallv Remember you read it here first’ 


No other 
President of the 
U.S., "not Franklin Roosevelt, 
not Harry Truman, not even 
John Kennedy.” ever has dealt 
as confidenti­ 
ally with 
all 
of 
American 
labor's h i g h 
command 
as 
Lyndon John­ 
son has in the 
f i r s t 
f e w 
w e e k s 
o 
his 
adminis­ 
tration. 
These 
were 
Victor Riesel 
the words of one of this na­ 
tion's 
most 
influential 
union 
chiefs shortly after he and 24 
of his colleagues lunched for al­ 
most two hours with the Presi­ 
dent last Tuesday . 
The union leader, who has 
worked with 
American presi­ 
dents directly for three decades. 
added 
Roosevelt and Kennedy 
knew they had us pat and obli­ 
gated to them and felt they did 
not have to go after us. But 
Johnson 
is 
treating 
us 
with 
greater esteem than we have 
ever received from the White 
House before ” 
What "excited'' and "thrill­ 
ed'' labor’s high command was 
the open manner with which 
Johnson had his own Cabinet 
members brief the AKM 'IO Ex- 
ceutive Council and some of its 
advisors on many of the coun­ 
try's inner secrets 


HK.HI V CLASSIFIED motor 
Ini was reported by such men 
as Secretary of Defense Robert 
McNamara 
and Secretary 
of 
State Dean Rusk The labor men 
heard the unpnhlirized details 
of 
the 
comparative 
military 
strength of the I' S 
and the 
U S S R 
Typical of the intimacy of the 
steak bordelaise lunch was a 
moment during the briefing bv 
Kermit Cordon, director of the 
bureau of the budget Mr Cor 
don stopped, suddenh realizing 
he was talking as though he 
were before the National S. 
runty Council 
' Mr President, I dor r know 
if von want me in go into more 
of these del. 


B v \ ictor Riesel 


over the Russians fascinated the 


group. 


THE PRESID EN T had the red 


carpet out all the way. 


The union high command to 
its delight, was asked to come 


into the White House bv the 
"social em ranee" 
not the usu­ 
al "business” or "official” gate. 
Promptly at I o'clock they found 
Mrs. .Johnson awaiting them, ex­ 
plaining 
why 
t h e 
President 
would be IO minutes late 
For a while it was all social— 
no business, just cockles When 
Mr 
Johnson arrived "he was 
the 
m a s t e r 
master-of-cere- 
monies," one of the labor lead­ 
er* said later. 


The President asked A KI,-(’IC) 
President (’.corge Meany to sit 
on his right and Walter Reuther 
on his left 
Reuther is an old 
friend who was supported Mr 
Johnson in many campaigns, in­ 
cluding the President’s 1948 race 
for the Senate when he won by 
87 votes. 


\T THE S\M E table were 
Herman 
Kenin. 
head of 
the 
musicians federation, Maurice 
Hutcheson, the carpenters’ lead 
cr. Secetary of Labor Wirt/ and 
one of labor's important, albeit 
anonymous, intellectuals. Lane 
Kirkland, chief assistant to Mr 
Meany Except for Reuther and 
Meany, guests drew their seats 
by lot from a howl 


President Johnson was at his 
folksy 
hest 
He 
autographed 
menus; explained how. as a 


Baker's Senate Bank* T 


Bv Don Bo n .ifcde 


Mr 
said to his eh 
"Yes. I rer 
President John 
The most en 
loo t 


ie? 


UU 


a inly 
.on 
indent: 
were 


Bobby Raker enjoyed making 
the big and flashy gesture, like 
cashing 
small 
fortunes 
in 
checks at the Senate disbursing 
office 
I have cashed many checks 
fur Mr Raker.' related Robert 
\ Brenkworth. Senate financial 
< >rk 
I don't know how many 
nr how often 
Rut some were 
sizable amounts, in excess 
) f¥¥) " 
mkworth noted 
that 
w> re always of vary* 
ma. hr MOO C'OO. 


for 


Mr 
Rr 


amou! 
fie (Cl 
of the 
ported 
So it 
wa 
with 
McNamara w- 
ures to which i iv diam a •• 
Iv privy 
I’he 
r-'vr a*. • 
American armament spa- 


( . R I N W H Bl \K If 


He 
'rec did not keep 
»re cheeks cashed 
'ne Senate ma- 
'ar 
*i. his resig- 


*ed Mr Brenkworth, 


B v 
( . c o r g e Lit b tv 


History Repeating' 


By David Lawrence 


\nd sax ‘ouch xxopn 
nu 
hake ha"ds with daddv. OU: 
He likes to think he s .-monger than any man half hi! age' 


he did not see anything strange 
in the fact that Mr Raker a>ked 


him to cash checks of such 
big amounts. 


However, Senate- investigators 
scrutinizing Mr Baker s extra­ 
curricular financial affairs haxe 


taken an unusual interest in hts 


cheek-cashing habits 


They are particularly absorb­ 
ed in the mystery of where 
Mr 
Raker obtained the huge 
On ’dies of cash which he repin 
edly stored in his Senate oilier 


One member of Mr 
Rrenk- 
x* ort b’s staff said that only sen­ 
ators were privileged to cash 
checks at the disbursing office. 


Rut Mr Brenkworth has his 
own cash drawer and could haxe 
cashed checks tor Mr Baker if 
he chose," he added. 


During the Sena e Rules Com­ 
mittee s single public hearing in 
the Raker ease. Mrs Cert rude 
Noxak testified she sometimes 
went to Mi 
Rake > ( apiin! of 
fire lo collect money for husi 
ness deals she and her late 
husband had entered into with 
the former Senate aide 


The money, she (‘.stifled was 
generally packaged in bundles 
of $100 hills arui untidily piled 
upon Mr 
Raker s desk 
Once 
she picked up $ lit .3(10 in this 
un-business like 
manner, she 
recalled 
She ,aid she (tide t knew why 
Mr Raker sometimes asked her 
to collect the money at his Sen­ 
ate office, while at other times 
she was told to pick it up at hts 
home or downtown business of­ 
fice 


I had int idea xx hen he got 
the money, 
she old the- com­ 
mittee 
Another incident underlining 
Mr. Baker s penchant tor the 
grandiose wa' noted following 
efforts bx him to -ell a *28 80n 
cooperative townhouse he own 
in Sou'hweft Washington 


Sales To Rods Recall Pre-World W ar II Bra 


Indeed, the records also show 


that copper and other strategic 
materials were sold to Hitler 


by the British up to within a 
few months of the outbreak of 


war in 1939. 
No war xviii be won or lost 


by the sale of wheat or buses, 


hut the principle of an embar­ 
go is vital 
as 
a 
weapon 
of 
diplomacy. It has, of course, 
been tried in vain before, hut 
there always 
has 
been 
hope 
that an enlightened opinion in 
the free countries of the world 
would see the possibility of pre­ 
venting war by using economic 
force. 


school teacher, he had put a 


student 
over 
his 
knee 
and 


spanked him. and talked con­ 
fidentially 
with 
Reuther 
and 


Meany. When he introduced his 


senior Cabinet men. he said 
"When you were here last, I 
said this house is always open 
to you because I want to know 
what you think 
But today is 
different. Now I want you to 
know what we are thinking 
He read two pages of his State 
of the Union speech draft 
He 
said he would push for heavy 
expenditures along the lines of 
labor's program 
But he said 
he did not 
want 
a ‘‘nuclear 
WEA." 


EXPLAINING why he and his 
Cabinet were being so frank 
and 
revealing, 
the 
President 
said to the union chiefs "you 
represent millions of people” 
He indicated that he realized 
full well that they led the big­ 
gest. best 
organized bloc of 
people in the land 
Then he implied that he would 
try to hold on to the John Ken­ 
nedy staff, many of whom, such 
as Pierre Salinger, were in the 
room He introduced Ted Soren­ 
sen by saving 
' My daddx used to tell me it 
was not good to have informa­ 
tion unless you haxe judgment 
The man here who has both in­ 
formation and judgement in Ted 
Sorensen ” 
There was much more 
Rut 
these words seemed to set the 
direction of the administration 
in the months to come 


The 
s a m e 
circumstances 


which in the 1930’s helped to 


bring on World War II are be­ 


ginning to he visible again to 


the naked eye. 
The quest for 
p r o f i t , irre- n 
s p e dive 
of t 
— 
c o ^sequences 
— 
has 
made 
a 
shambles 
of 
one 
of 
the 
strongest 
in­ 
struments 
of 
foreign policy 
that the free David Lawrence 
nations possess — namely, the 
power of an economic boycott 
or embargo. 
Plainly, the mistakes made 
by the 
Department of State 
here — under the preceding as 
well as the present administra­ 
tion — emphasize that, unless 
there is unity among the West­ 
ern 
allies, 
the 
chances 
of 
thwarting the Communists, eith­ 
er in Europe or even in Cuba. 
will steadily diminish. 
America 
decided, 
for 
in­ 
stance. not only to sell wheat 
to the Russians but to allow gov­ 
ernment credit to be used for 
the transaction. Companies in 
Great Britain now have decided 
to sell buses to Castro in Cuba, 
making available to him trans­ 
portation for his troops and. 
even more important, indicat­ 
ing to the whole world that 
Communist Cuba can receive 
aid from the closest friends of 
the United States in the West­ 
ern alliance. 
This 
is 
a 
severe blow to 
American prestige in Europe as 
well as in Latin America. It 
disrupts the unity the Western 
world seemingly possessed and 
notifies Moscow that it now can 
trade freely xvith all the West­ 
ern countries because of the 
precedent set by both Ameri­ 
can and British commercialism 


THIS ISN’T a novel develop­ 
ment. Before Wor ld War I and 
even during that bloody con­ 
flict 
itself, 
traders in Great 
Britain actually sold strategic 
goods and other supplies to the 
enemy. 
One of the most interesting 
books 
published 
after 
World 
War I was that of a British 
naval 
attache 
.stationed 
in 
Stockholm, 
Sweden, 
who dis 
closed that shipments from Brit­ 
ain to Sweden 
against which 
he had repeatedly protested 
were re-transported during the 
war to purchasers in the Ger­ 
man empire 
The British gov­ 
ernment at the same time had 
criticized the .shipment of goods 
by American companies to neu- 
Iral countries. 


It was only after the United 
States 
entered 
the war 
that 
enough influence was brought 
to bear to stop the trading be­ 
tween British merchants them 
selves and the eventual recipi­ 
ents in Germany 
In the 1930’s, an adempt was 
made to embargo oil to Italy 
in order to punish Mussolini tor 
his aggression in Ethiopia 


The Western European conn 
tries did 
not 
go along, 
and 
America's efforts in that direc­ 
tion were (utile 


SO LONG as commercialism 
supersedes all other considera­ 
tions. an economic embargo will 
he difficult 
to apply. It 
has 
been urged that the United Na­ 
tions should, in some way. bring 
about effective embargoes as a 
means of preventing war hut 
when distinctions are made be­ 
tween strategic and non-strate- 
gic goods, the door gradually is 
opened to the sale of a variety 
of .supplies which a prospective 
aggressor would like to acquire 


Faced as the world might he 
with "limited” wars that could 
grow into nuclear war. it has 
been the contention of the ad­ 
vocates of the embargo formula 
that world opinion would sooner 
or later have to accept the re­ 
straints that an embargo agree­ 
ment would impose. 


The United 
States has 
not 
been free from blame in re­ 
cent months When the sale of 
wheat to Russia was proposed, 
voices were raised in Congress 
urging that the United States 
should not give its consent. 
Canada, of course, had mid 
wheat to Rod China, and other 
mem liers of the Western Alli­ 
ance had been trading with the 
Communist countries. Rut poli­ 
tical pressure xx as brought to 
hear on the Kennedy admini­ 
stration to try to get the whepf 
deal consummated so as to sell 
some ol the agricultural surplus 
of this country. 


So TODAY an official source 
in London say s to the press 


"The United States has a sur­ 
plus of wheat, and xxc have a 
surplus of buses.” 
Its 
believed 
probable 
now 
that other commodities xxiii he 
so'.t to Cuba 
Russia presum 
ably xxiii lend more and more 
money to Castro and help him 
finance the purchase of needed 
goods 


Improving 
economic 
condi­ 
tions m>ide Cuba is very im­ 
portant in maintaining internal 
peace If they worsen, the dis­ 
content of the people will in­ 
crease 
Now that Castro has 
been able to get help from Rus­ 
sia and from Great Britain, this 
will he publicized widely inside 
Cuba and will discourage revo­ 
lutionary efforts. 


For all 
practical purposes, 
therefore. Communist Cuba now 
has been propped up, and the 
effort^ of the United States to 
bring about the disintegration of 
Cuba hy an economic boycott 
have been seriously impaired 


Down Tliroiijgli I lie ^ ears 


From The Rex irxx I des 


THI KTX 
YEARS \«,(i—With 
agent 
til;•d his candida)a for 
the Komara brothers. Bill and 
district justle 
the peace 
George, setting a fast pace, the 
Police Chief Edward Stefl and 
Midland 
High 
School 
eagers 
Eire ('hic' Edward Barrett were 
broke into the victory column 
for the first time during season 
by defeating Beaver 38 to iii 


TW E V IA N EARS NGO John 
Frederick Morris, son of Mr 
and Mrs Connie Morris of Law 
renceville. was promoted to sci 
geant at Camp Shelby 
Miss 


reappointed by Midland Council. 


TEN \ I M IS \<.n 
W alter 


( ok of in i1 
! 
'.ii" 
va • n n m e f 
president of 
th ■ < olnnhiana 
Mahoning Dairy Heat improve­ 
ment Association 
Eight hundred ninety 
five 
marriage permit 
were i sued 


() 
C 
Reynolds ot t aeolina 
in * olunibiaua 
iv ‘hiring 


Ave , Chester, real e s t a t e 


M o r i . r i ; i \ g r o u n d 


1953. 


< L id I .id 


Tile term 
horsepower 
was 
Aqaba desert port on the Gull 
, om(.(j 
the famous pioneer 
ol \qaba 
is ta i becoming tin 


Ai apuleo n! Jordan 
The Middle En I kingdom ' 


unix outlet to the 
i a boast 
a 
modern, air 
conditioned resort 
hotel long 
(letches of w ll I I e 


beach and taiililie 
Im wain 


skiing, 
kin diving and fishing 
Aqaba 
ambitious 
planner 
already 
have laid out a net 
work of w ate 
palm 
Ii inged 
boulevard 
Im .i new town ol 
til OOO Hex! lo III) old mud III lek 
Village ol 
IHM) inhabitant 
Aqaba not olds I 
a glowing 
tourist all I ai lion 
it i 
a vital 
port and trail pmtalimi hull bu 
nearly landlocked Jordan Neat 
by is Eilat Israel 
outlet in the 
Red Sea 
Modern port bacillite wdb en 
larged piers 
new mane 
and 
warehouses now handle Jordan s 
growing potash and pho ptiaic 
exports I rom the Dead Sea ie 
gions 
In Hic pa I, Hic \ r a ti 
kingdom s exports and import 
had to go largely bx indirect 
route 
through Syria and Leb 
•non 


• I V R, ut 19 i 
a 
lim e 
pound1 ot 


i i i 
o i k 
i i i 


i i i 
lames W a t t 
Alien In found that 
i ii lid 
move 
33.00n 
ml oui loot upward 


Mimiibnli 
an ai (ive volcano 
ll tin rn.a I ol Sicily is called 
I be Eightball . 
(ll the Medi­ 
an ai* .in 


The I nlti 
most inuit 
Hon ol Hie 


» 
p I be fore- 
producing na­ 
il! 
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entitled 
republic 
publish­ 
e r ll 
as 


S A T U R D A Y , JA N U A R Y It, MMU 
EAST LIVERPO O L REVIEW , EAST LIVERPOOL, OHIO 
PA G E 5 
The Socia 
Notebook 


Miss Mildred Rose conducted American Legion Post 374 Tues- 
timely devotions at the noon 
coverdish dinner meeting of the 
Ladies League of the F i r s t 
Church of Christ Thursday in 
the social rooms. 


day night at the East End home. 
X 
34 
It 
Travel award went to M rs 
Joyce Camp at the meeting of 
the Nite-Out Club Wednesday I 
^ She reviewed an a r t i c l e , with Mrs. Joyce Salsberry of 
“ Facing the New Year from the Maple Ave., Wellsville. 
Hilltops and Valley." Her Scrip- 
» .u » 
, n 
L u ™ * „ 
I 
VT , 
Other prizes at the two tables 
ture references were from Deu . 
cnA 
. , 
.. 
ll and Pa. » . She concluded l 
f 
* ' 
with poems, "Learn to Wait" ! ' 
^ 
e 
a 
and "There are Hills lo Climb " iJoyce 
Mrs. Doris Dicembre assisted 
Mrs. Bess Wehner, secretary 
read the minutes and a mem­ 
orial tribute to 


the hostess with lunch. Nex t 


the late 'Mrs mpetinK wil1 bp bpld dan 
22 
with Mrs. Virginia Webb of 
Smiths Ferry. 
X 
X 
X 
A hair styling demonstration 


First Baptist Missionary 
GroupToAid State Project 


Plans to contribute to a state1 conducted business. Mrs Rose 
project were made when t h e Peterson dedicated the l o v e 
Ann .Judson Missionary Society gift. 
of the First Baptist Church met 
“ Modern Hannahs" was the 


Mrs. Robert Futhey New 
tour WOHT studios Tuesday aft­ 
ernoon. 
Members will meet at t h e . 
. 
. 
chester junior High school ai Head Ut bmmanuel broup 
4 o clock for transportation. 
| 
* 


* 
Mrs. 
Robert Futhey 
w a s Scott, Mrs. Clark and Mrs. 
Wellsville Personals 
elected president of the Worn- Crossley to serve on the com- 


Mrs Vera Valentine of Main en s Association of the Emman- mittee to revise the bylaws and 


St., Mrs. Inez Carter 
of Wells uel Presbyterian Church at a constitution. 


Tuesday night in the s o c i a l program topic of Mrs. M a r y '^vp and ^ r' 
and 
Henr\ meeting Wednesday night in the 
The group voted to continua 


rooms. 
Wagers. Judy Ankrom and Pat- f,00cb 
St., all from Lees social rooms. 
joint circle session on alternate 


The group will assist in the tv Wagers sang “ Savior of Tend- Chapel of the Afrit an Metho- 
Others named for the two- months when Rev. Mase will 
support of a retired c o u p l e 
cr Youth." Mrs. Jackie Pearce d,sl Episcopal Church, and Mrs year terms were Mrs. P a u l oviduct a Bible study group. 


Mr and Mrs. G G. Israel, who was accompanist. 
Edna Ranks 
of S h e r i d a n Burrows missionary vice prest- 
Worshjp was led by M r 
will be here on the “ Visitation 
Mrs. Arzelia Green led wor- AME Church of East Liverpool, dent, Mrs. William Laughlin, 
who spoi(e on “ Choices 
from India" program. He is a ship. reading Scripture from I wp,p m Toledo Thursday for the 
Ke 
5P ' ‘ 
api, and Decisions." with Scripture 
retired 
graduate 
teacher 
of Tim. and leading prayer calls 


~ 
’ 
_ T _ __ 
A memorial service was dl- 
Branch. 


ham Kozel of Glenmoor. 
Mrs Richard Chadwick. Mrs 


Nellie Osborn. Mrs Bess Skel- 
ly read the annual financial re­ 
port. Mrs. Ruth Smith, presi­ 
dent. presided. 


Covers were arranged for lfi wil1 fpa,ure the mee,in* of Jav- 
wtih Mrs. Dalene Mercer and cpp-pt*es Tuesday with Mrs. Wil- 
Earl Manges guests. Mrs Sa­ 
die Whitney gave the blessing 
Mrs. Vinnie Rrooks was dinner Paul Grafton and Mrs. J o h n 
chairman. 
Parsons are hostesses. 
Quilting and sewing followed 
X 
X 
X 
in the afternoon. Next cover- 
The W'omen’s Missionary So 
dish is Feb. 13. 
ciety of the Pleasant Heights 
ft 
ft 
ft 
Bible Baptist Church will meet 
Tentative arrangements for Tuesday with Mrs. Ida Head- 
future activities were discussed hind of Ceramic St. 
when 
the 
auxiliary 
of t h e 
ft 
ft 
ft 


M ISS J E S S I E M IL L E R 


She’ll Re M arried Jan 
26. 


Shower Honors 
Jessie Miller 
As Bride-Elect 
... 
* 
. 
* 
... 
.... 
, wtih trophies going to Mrs. 
Miss J o s s ,? I.ucll f Miller of Sm ia Mrs^ 
E|eanor Ra,hau 


I ’liesler Society 


D e M ar M iller 
E V 7-2721 


rented bv Rev. Mase as a tri- 


Readings on the topic “ Pray­ 
er for the New Year" were 


secretary; 
Mrs. 
F.d reference from Luke. 
Tittle, 
missionary 
treasurer, 
and Mrs. Harold Cain, aid treas- 
urcr 
Secretaries are Mrs. Howard b>,,p £ 'I?™.. R,°be.rt Hal1 *"d 
Crossley. f e l l o w s h i p ; Mrs 
*• 
• 
• McCord. 
James Bower and Mrs. Cain. 
Mrs Kd pu*h of Wellsville, 
World Service, and Mrs. Samuel program chairman of the Steu- 
Wolfe. literature. 
benville Presbyterial, spoke on 
Mrs. Russell Mase will be ‘‘United Presbyterian Women's 
chairman for Circle I and Mrs. Activities." 
Refreshments were served bv 


Jackson Heights, N. Y., w as 
honored with a bridal shower 
Thursday night at the home of 
Mrs. Phyllis Palmer of I n e z 
Ave., with Mrs. Lola McElhan- 
ey as associate hostess. 
Gifts were displayed on a 
card table decorated with yel­ 
low and white streamers. 
Prizes for contests went to 


mathematics at t h e American The group sang “ Love Divine" 
Baptist Mission High School al with 
Mrs 
Edvthe 
Eldridge. 
Angole. India. 
accompanist. 
He will complete a series of 
Refreshments were served 14 
speaking engagements to help by Mrs 
Bertha Woods. M rs 
interpret and promote American Dottle Woods and Mrs. Helen 
Baptist Overseas Missions. The Schell. 
couple will be guests of the Ohio 
Officers will be elected at the 
Baptist Convention with head- next meeting Feb. 4. Mrs. Jes- 
„„ v..,v.r 
. » 
quarters at Granville. 
sie McCune. Mrs Kittridge and [IT T 3 
'*!«? ° \ P 
m T Robert Vocial, Circle 2 
Mrs. Wilda Bovce. president, Mrs Pearce are hostesses. 
T T T - 
T ? 
UrS/T n![* 
Committee chairmen appoint- Mrs. George Pulling and Mrs. 
at the First Chris dan Church. 
____ .... Dl u 
, J, 
M 
R 
u ff 
l a 
Richard Craft, James Adams. 
Two tables of 500 were in play Lodge 370 on Jan. 21 were com- 
J**1 
av 
11 
was 
pa pr flower; Mrs. J. T. Hall, house; 
The buffet table, covered with 


pleted Tuesday night at a meet- 
Rainh n r Z Mrs' Crossley’ publicity ; Mrs a >’pl,ow c,0,h- featured a cen- 
Harrv Shaw, Mis Ralph Brew- j 
Victor Scott, 
nominating, terpiece of driftwood, accented 
er, Mrs Bessie Hood. Mrs Jo- and 
Mrs. 
Howard Treleven, with pine cone, squirrels and 
bittersweet. Mrs. Futhey potir- 
They were installed by the ed at the silver service. 
Rev. Russell Mase. pastor. 
A combined circle session 
was in charge Lunch was serv- 
Mrs. Vocial. retiring prest- will be held Feb. 12 and the 
ed by Mrs Clyde Householder dent, presided and named Mrs association will meet March I), 
and Mrs S. H Graham, assist­ 
ed by Mrs F'red Winters. 
Next meeting will be Feb 13 
at the church. 


and Mrs. Kathryn Bryan. 
mg with Mrs. Ruth Olmstead. 


Miss Doltif Wells assized her n',hl(’ *rand- P'-«*sidinE. 
soph Ferguson and Mrs. Ber- membership. 
Mrs. Esther Taylor, district nard Poole 
deputy, will be in charge of the 
^ rs 
Brewer, vice president. 
mother with serving lunch. 
Next meeting will be held Jan 
22 with Mrs. Irene F'.ddy of Av­ 
ondale St 
X 
X 
X 
Fourteen attended the meet­ 
ing of 8 A 40 Salon of Colum- 


installation at 8 3ft o'clock, as 
sisted by members of her staff 
The lodge's regular session will 
be held at 7 30 o’clock. The so­ 
cial committee chairman will 


Knights of Columbus met Thurs- 
A contribution to the March Miss Catherine Franzetta. Mrs. /yuxj|jarjes Thursday' 
biana County American Legion bp Mrs. Cora Bowman. 
night at 
day night at the K of C. Hall of Dimes was given when the U°nna Ferguson. Mrs. Gloria 
^n(j pQS^ ^ borT)P 
Mrs Joseph McNicol and Mrs F'riendly Circle Club met Wed 
Robert Pickering were named nesday night with Mrs. Dorothy 
chairmen for the Valentine Day Persohn of Campground Rd 
party Feb 8 
A bus will be 
Mrs. Lena Mick, president, 
chartered for attending t h e presided Secret pal gifts were 
Pittsburgh Playhouse Feb. 23 or received by Mrs M a r c e l l a 
March I 
Daugherty and Mrs. Florence 
Mrs George Beck, president, Wilkinson, for wedding anniver- 
presided Mrs. Hugh McTeague sarjes, and Mrs Mick for her 
read the financial report. 
birthday anniversary. 
A farewell gift was presented 
Mrs 
Kevin O'Brien, who is 
leaving to reside in New York 
Refreshments were served by I 
Mrs William Leser. Mrs Ber 
nard Allison and Mrs William 
Sherry. Mrs. Pickering won a 
prize. 
Next meeting is F'eb. 13. 
X 
X 
X 
The Bible Literary Club will 
meet Wednesday afternoon in 
the Fidelis Room of the F'ir.st 
Methodist Church. 
Mrs 
Norman Heath, M rs 
Harold 
Gallimore 
and 
Mrs 
Aaron Eaton are hostesses 
X 
X 
X 
An application for reinstate­ 
ment was read when Tri-State 
Sisterhood 199, Dames of Malta, 
met Wednesday night at the 
Sons of V eterans Hall 
Mrs Ola Weaver presided In 
the queen Esther chair and Mrs 
Helen Hall, deputy, in the Ruth 
chair. Ten responded to r ol l 
call 
Announcement was made of 
the Protectors Assembly Jan 21 
at Pittsburgh 
A social hour will follow the 
meeting Jan. 22 
ft 
v 
X 
Ceramic Rebekah Lodge 286 
will meet Tuesday at the TOOP 
Temple. 
X 
X 
X 
Mrs. Dorothy Galloway, pres 
ident. will conduct business for 
the meeting of the auxiliary of 


Games were won bv 
Grace Snyder and Mrs. 
Ferguson. 


M r s. 
Ro s e 


Crouse and Mrs. McFJhaney. 
Refreshments were served at 
a buffet table centered with a 
decorated cake inscribed with 
the engaged couple s names. 
Miss Miller, daughter of Mrs 
Sue Miller, 758 Garner Ave , will 
become the bude of Lyn Brig­ 
and. son of Mrs Claire Brig­ 
and of F'lmhurst. N. Y , on Jan. 
26 at the St. Joan of Arc Cath­ 
olic Church of Jackson Heights, 
The bride-elect is a 1956 gra- 


Mrs. Nora Sanders of Salem. 
N p h p II Society 


Choric* Cronin 
EV 5-4545 


Officers Seated 
By Ohio Temple 
Golden Eagles 


(Committee Fo r F T A 


(loncert T o Fo n vrn e 
Tom Cloran, chairman of ar­ 
rangements for a concert to be 
Officers were installed at the sponsored Jan. 21, bv the Glen- 
meeting 
of Ohio Temple 
I, moor Parent - Teacher Associ- 
The Newell Women s C l u b Ladies of the Golden F! a g I e. ation, has called a meeting of 
at 
8 Wednesday night in Carpenters the ticket committee Tuesday 
Hall 
Mrs 
Marv Goodballet was ln- 


Lt. 


Personals 


and Mrs. Jerry G 
Cun- 


duate of F!ast Liverpool High 
Lunch was served bv the host- School and is employed by the 
ess. 
assisted by Mrs. Fergu- 
Metropolitan Life Insurance Co 
son. 
Next meeting is Jan 22 of New York City. 
. 
, 
. 
„ 
with Mrs. Daugherty of Shady- 
Her fiance attends City Col- n,nRham and son- Jerr-V ( u " 
side Ave. 
lege of New York and will re­ 
ft 
X 
X 
eeive a 
degree in business ad 
The meeting of the Magnolia ministration in June. 
Club scheduled for T u e s d a y 
with Mrs Gladys Thompson has 
The auxiliary of the Marine 
been changed to the home of Corps League will meet Wed- 
Mrs. Katie Bickle of Avondale nesday at the VF'W Post home 
St. 
| 
K 
X 
M 
X 
ft 
X 
The WSFS of th e Orchard 
A poem in memory of Mrs Grove 
Community 
Methodist 


Mrs Norma DeSarro. chair- What You Are." using Scrip- 
man. will be assisted bv Mrs lure from Colossians, at a meet 


The auditing committee re­ 
port was given by Mrs Mary 
Pearch, chairman, and refresh- 
president, presided 
Mrs. Har- ments were served by M is s 
riet Stull, child welfare chair- Florence Bishop, Mrs Ma u d 
man. reported on assistance giv- Stoddard. Mrs 
Aline Hughes 
en a needy family during the and Mrs Bowman, 
holidays. 
ft 
ft 
X 
A letter was read concerning 
A public card party was plan- 
a special nursing scholarship ned for Jan. 3ft in the Sons of ducj a 
award for graduate nurses as a Italy Hall when Court Crotty 
health 
State Department project. 
1419, Catholic Daughters of Am- 
g 
y; 
y 
Lunch was served by Mrs erica, met Wednesday night in 
Mrs John Robison conducted 
Lois Burdick and Mrs S t u l l 
the K. of C. Hall. 
a program on the topic of “ Be 
Next meeting is Feb 6 at Salem 
ft 
ft 
ft 
I I I C U I , 
W i l l 
I t v 
0 .1 0 1 .1 
Marge Ceneviva. Misses Jane mg of the Women s Association Swiger. representatives 
Murray and Theresa Soldano, Wednesday night at the First three-year trustee, and 
Mrs jackie Roberts and Mrs ^ nited Presbyterian ( hureh 
Angela DeSarro 
was ass*sled by Mrs Hel- 
. 
. 
, 
en Doane and Mrs. Leonard 
A new password wa* chosen ,, 
J 
rv. 
Copest lek 
and Mr, 
Nina Oliver! won a 
MrJ c|arm„ Broomhal, ,pd 
prize Mr, Anna Carbone, vu-e devolmns and conduc,ed busl 
grand regent, presided in the ness 
absence of Mrs Margaret Dual- 
Members are to turn in scrap­ 
e r , grand regent 
Lunch was hooks in F'ebruarv. They will 
served by Mrs. Margaret Mi- he sent to a children s hospital ou,pr por,a,s 
eucci. Mrs Lena Davidson and jn Prae, Thailand 
Mr* 
Anna Standlev, district 
Places were set for 24 at the Mrs. Oliveri. 
\ congregational dinner is grand templar, was installing 
Mildred Pittenger, teacher, was ( hurch will meet Wednesday in coverdish dinner of the Golden 
The social committee for the planned Jan. 20 at 6 3ft o'clock officer 
read by Mrs. Roberta Hamilton 
the social 
rooms. 
Reapers Class Thursday night 
meeting F'eb. 5 will be Mrs Mrs. Broomball reviewed the 
Mrs Goodballet named Mrs 
^ 
^ 
* 
in the social rooms of the First 
Mary DiCello. Mrs. T h e r e s a Mission Book of Prayer, and Capehart, social chairman, and 
Hostess gifts were presented Methodist Church. 
Rawlings and Mrs. Carbone asked that the Presly Memorial Mrs Shields Mrs Wucherer and 
Pastel rosebuds and candles Members are to bring an art!- Institute in h gyp! be remem- herself, to the condolence com- 


ningham III. of Ft Dix, N. J , 
have concluded a visit with his 
father. Jerry Cunningham of 
Vine St., and mother, Mrs. Ma­ 
bel Husk, 7874 Dresden Ave 


W ellsville Society 


Minn Ruth Hr it 
L E 2-2288 


will meet Monday night 
o'clock at the American Legion 
home 
Mrs. Basil Mangano will con- 
program on m e n t a l ducted as noble templar; Mrs 
Ruth S t a n l e y , vice templar; 
Mrs. Mayme Rabon, priestess; 


Mrs. Pearl Capehart, prophet­ 


ess; Mrs. Anna Stanley, mar­ 
shal of ceremonies; Mrs l^*ona 
and 
M rs 
Capehart, alternate. 
Guardians seated were Mrs 
Sara Shields, records, 
M rs 
Minnebelle Parish, f i n a n c e ; 
Mrs. Mildred Johnson, excheq­ 
uer; Mrs. Lillie Wucherer, mu­ 
sic; Mrs. Helen Youst, inner 
portals and Mrs Rettv Kilmer, 


at 7:30 pm. at the school. 
The concert will be held at 
the Westgate School Auditorium 
at 7 p m and will feature the 
Crucible Steel Chorus and the 
Melo-tones of Wellsville. P r o ­ 
ceeds will be used for school 
projects. 
Richard Mattern is president. 
It 
w 
i n e t i t 
LAZA V t A B A T A l IA I I M * 
ALWAYS WAST QUALITY 


when the Mary Martha Class of 
the Trinity United Presbyterian 
Church met Thursday night in Mrs. Gloria Landfried when she 
the Bethany Room 
entertained the Hilltoppers Can- 
Mrs June Betteridge conduct- asta Club Thursday night at her 
cd devotions, reading Scripture home on 7th Ave . LaCroft 
from John I and offering pray- 
Prizes were awarded M r s 
er 
Donna Miller. Mrs Betty Har- 
Business was conducted by vey. Mrs. Dandified and Mrs. 
Mrs 
Wilbur Webb, president, Dorothy Jean Poole, travel 
who introduced the new teach 
Mrs Marv Loll Kincaid assist- 


were decorations and in the cie for the while elephant sale, 
center was a tree with minia- 
ft 
ft 
ft 
hire hats made bv Mrs Vir- 
Prizes at canasta were won 
ginia Lewis and Mrs 
Faleen bv Mrs. Doris Pugh and Mrs 
Rush, on its branches The hats Marian Reed at a meeting of 
were favors. 
the J. C. Club Thursday night 
During business conducted by with Mrs Reed of Grandview 


in Egypt be 
be red 
Hostesses were Mrs 
Broom­ 
ball and Mrs Copesfick 
The centerpiece was a cry 
sfal bowl lilied with chrysan­ 
themums arid greenery, flank­ 
ed by lighted yellow tapers. 


Mrs. S h i r l e y Leatherberry. 
Miss Carol Angle and Mrs 
er. Mrs Audrey Comp* 
ed the hostess with lunch Next president, plans were complot- Ru,h Smith were guests 
The 
Project chairmen. Mrs Cia- session will be Jan 29 with Mrs ed for a hat sale Feb 21 with hostess and Mrs Mary Schlad- 
dys Skeens and Mrs Fay Streit. Betty McKinnon of 7th Ave . La Mrs 
T h e l m a 
Menough in en served lunch 
announced the class will contin- Croft. 
charge 
The stoup will n u r- 
t-u 
ii 
, i 
, , 
, 
, 
w 
v, 
v 
indigo 
me gmuji wm pui 
group W(|| meet Jan 23 
ue taking orders tor aprons 
................... 
(.hase |wo tables for the pri- 
^ 
,, 
h 0f Grandview 
Games were won by Mrs Bel 
A travel program will be pre- marv department and g a v e 
‘ 
" v 
y 
y 
teridge. Mrs Ruth Parkes. Mrs 
sented by Miss Jerry Gorger 
$]ft() t0 the church Mrs Bush 
Skeens and Mrs Compa 
fpr the meeting of the Coterie announced that the w e e k I \ 


Midland Society 


A J. Nuzzo 
N E 4-2315 


f t ] 


♦ • 


•* 


Bad weather 


ahead.. • 


Make sure you’ll 
have help when you 
need it during 
these winter months 


le t AIA be your "foul-weather 


friend. AAA Em ergency Road 


Service will keep you on the go. 


even in the worst weather winter 


can bring. 
Emergency Road Service is the 


big reason so many motorists 


)0m AAA in the wintertime. The 


21 800 AAA contract service out­ 


lets— here and across the coun­ 


try 
are pledged to give priority 


attention to AAA members in dis­ 


tress (they answer a call every 


3 seconds). But that s only part 


of the story. Why not call today 


and learn the rest of it? 


COLUMBIANA COUNTY 


motor club 


213 E. Fourth St 


Refreshments were served 12 Club 
Wednesday 
with 
Mrs. 
by the officers, Mrs Webb. Sarah Jenkins of h] 4th St 
Mrs Betteridge, Mrs Hamilton 
Miss Alice Peddicord and 
and Mrs. Dottie Lucas 
Mrs. Mary bester McIntyre are 
Mrs 
Vada Blackhurst and associate hostesses 
Mrs. Hamilton are hostesses for 
the meeting Feb 6 
Initiation of new members will 
ft 
ft 
ft 
feature the meeting of the aux- 
A “ dutch treat" dinner will diary of the Calcutta volunteer characters in "Hobo Honev- 
at moon" read by Mrs Clara Mi­ 
chaels. program chairman, were 
pantomimed bv Mrs. Bush. 
Mrs Shirley Crook. Mrs Marv 


highlight the meeting of Past fire department Wednesday 
Matrons Association of Eastern 
the tire hall 
Star Crystal Chapter 18 Wed- 
ft 
ft 
ft 
nesday at the Travelers Ho- Mrs Marceline 
Adkins of Lis 
lei Officers are in charge of ar- bon St 
Ext 
will be hostess Mann 
Mrs 
|sa Cornwell and 
rangements. 
Tuesday for the meeting of the ^ rs 
Leatherberry. Miss Kath- 
■v- 
* 
FJizabeth Circle of the Women s rvn Johnson won the traveling 
Anthony Caputo of B e a v e r Association of the Glenmoor |)as|<el 
will speak on "Hypnosis" for the United Presbyterian 
Church 
‘ 
y. 
ft 
ft 
meeting of the Junior Women s 
>• 
ft 
ft 
The birthday anniversary of 
Club Wednesday at the 'i Mf A 
Miss Las F,aton, honor e d yjrs Angela McGraw was cele- 
The program committee is ar- queen, will preside tor the meet- brated when the Jolly Friend- 
ranging the 10th anniversary ob- mg of Bethel 61. Job s haugh- sh(p Club was entertained Tues- 


A sack lunch will feature the 
meeting of the Cheerful Glean 
ers Class of the M e t h o d i s t 
Miss Alberta Abrams willjChurch Tuesday 
night 
al 
8 
speak on “ Famous Women of o’clock in the social rooms, 
making of hard candy, slopped 
^ s t Virginia" a! a meeting of 
Mrs. William Bogan, p r e s i- 
during the holidays, would re_ I jhe Women's Civic Club Monday dent, will preside, 
sume I uesday 
Plans 
wet e m^ht with Mrs John Murray 
ft 
ft 
ft 
made to serve the all - sports ()^ [j0UjS|ana Ave. 
The WSCS of the Methodist 
banquet in April. 
;*• 
y 
Church will meet Wednesday 
Mrs 
Bush devotion 
leader. 
yirs ^ar| p()ss 0f State Route night al 8 
o'clock in the social 
read Ps. 121 
and an 
essay, 
2 w,}| he hostess to the Rhodo- rooms. 
dendron Farm W omen s Cl ub 
Monday night. 


mittee. 
Mrs. Capehart won the drill 
prize 
Refre'-hmenfs were served by 
Mrs Stanley and Mrs Fans!) 
Mrs Faye Be bout of Rayland, 
grand templar, will pay her 
official visit at the m e e t i n g 
Jan 22. 


M u s ic F ig u re D ie * 


JACKSONVILLE, Fla 
(AP 1 
Clarence Carter Nice Sr , 73. 
founder of the Nice House of 
Music and former college dean. 
died Friday night in his home 


“ Falling 
Rocks" 
1 Marshall! 


The Sacred Heart Guild of the 
Sacred Heart Catholic Church 
will meet Monday night at the 
School Hall 
v 


ft 
ft 
ft 
Mrs Charles Cindrich of Tus­ 
carawas Rd will entertain her 
pinochle club Tuesdav night 
y 
v 
>; 


Midland Personals 


Mr and Mrs Rade Bidar of 
F'airview have concluded a visit 


servance Mrs Jerry Goodbal 
let is social chairman 
ters, Wednesday at the Mason­ 
ic Temple 


Guests 
won the 500 prizes 
when the MNOP Club met Wed­ 
nesday night with Mrs 
Doro­ 
thy Cline of Sherwood Ave 
They were Mrs. F^lda F'ores- 
ter. Mrs 
Pat Swan and Mrs 
F^leanor Shaw 
Mrs 
M i l l i e 
McKinnon won travel 
Refreshments were served by 
/ f * the hostess The group decided 
to meet monthly with the next 


1 1 - 
scheduled Feb 5 with Mrs Do­ 
rothy Bright of Brightvue Dr 
ft 
ft 
ft 
The Candlelight Club was en­ 
tertained Wednesday night bv 
Mrs. Rose Smith of W 3rd St 


day night 
bv 
Mrs. 
Alberta 
Grimm of 10th St 
Prizes tor games were award 
ed Mrs 
bethel Nelson, M rs 
Grace Richmond. Mrs There 
sa Ceneviva. Mrs Betty Hugh­ 
es. Mrs Marie Russell and Mrs 
Dorothy Stansbury. G nest s 
were Misses .Joyce F’ishback 
and Mary Halfhill The hostess 
served lunch 
The meeting Jan 21 will he 
al Mrs 
Nelsons on Chester 
Ave 
Mrs 
Oretta 
Haddox's 
birthday anniversary will he ob­ 
served 
>: 
ft: 
ft 
Plans for public installation 
of officers of Tirzah Rebekah 


Plans for 1964 will be discuss- with relatives in Georgia 
cd at a meeting of the Chester- 
Newell Girl Seoul Neighborhood 
Translated into Swahili. Shak- 
Association Monday night at 8 espeare s line “ Friends. Rom- 
at the Westminster United Pres- ans. Countrymen, lend me your 
byterian Church. 
ears,” becomes 
Rafiki zangu. 
ft 
ft 
v; 
warumi. 
wananchi 
wenzangu 
Cadet Girl Scout Troop 486 will nisikilizeni.” 


Do You Know? 


That your jeweled watch can 
he repaired for less than 4 
the cost ut the lowest priced 
non-jeweled watch at . . . 


HAROLD 


KROSNEY 
lit Carolina Ave. 
Chester. W. Va. 


SPEC IA L 


W H IT E F IN ISH S T E E L 


V E N E T IA N 


B U N D S 
2 s5 


23" to 28" wid< 
64" Ion 


Quality features at sav­ 
ings' White baked enamel 
finish, self-adjusting tilt, 
cord lock, white plastic 
tapes. 
Special 
January 
buy, 
save 
now! 
Other 
sizes available at compar 
able savings. Get yours 
today! 


Ellll'UNlllllillllllllilllllllllllll!"'1! 


LET WARDS INSTALL 
YOUR NEW WATER 
HEATER . . . FAST! 


30-GAL. GAS 
HEATER- 
54 
8 8 


Costs little to n vt n 
I i t t I e to operate 
Guaranteed installs-1 
bon within 24 ho«r* 1 
Ml-ual................. 66.88 


VIRGINIA’S BEAUTY SHOP 
Richardson Ave. — Maplewood 


Special Introductory Offer 


FO K 2 W E E K S O N LY 


BRECK S 
NEW IMAGE BODY WAVE 
F'or fine. medium or coarse hair. a must 
(or today’s hair fashion 


F'w Appointment Ph. FT 0-5194 
Owned and Operated by Virginia Burn* 


O UR C O M PLET E 


O IL A N D H EA T IN G 


SERVIC E 


DOES A LL T H IS 


FOR YO U - - - 


I # It provides you with nrcmium quality Humble 


heating oil; 


2, It gives you a budget pavment plan that 


spreads your hill evenly over the entire year. 


3. p gives you the best in service. 
© 


M ID W A Y O IL CO. 


t River Road, East Liverpool, Ohio 


Phone: 


Delightful 
J 
dining 
| 
for twosomes | 


Our delicious din- == 


ners make ;»reat im- EE 


pressions on “ spec- 


jai dates"! 
ES 


When your object Is enjoyment 
there s 
no better way to begin your festive eve­ 
ning than with a superb dinner, gracious­ 
ly served in the pleasant atmosphere of 
our dining room If you’re theatre-bound, 
we ll see that you're on time. Won’t you 
make it a date here, soon! 


TRAVELERS HOTEL 


D IN IN G RO O M 


"VVhere Fine Food is a Tradition" 


117 East Fourth Strpel 
Dial FU S-5609 


PAGE 6 
EAST LIVERPOOL REVIEW, EAST LIVERPOOL, OHIO 
SATURDAY, JANUARY ll, 19fi4 


Deaths and Funerals 
Lifetime Area 
Resident Dies 


Clarence J. Robinson of Cor­ 
nell Ave., Glenmoor, a lifetime 
resident of this vicinity, w a s 
dead on arrival at City Hospital 
this 
morning 
at 
1:3ft. 
He 
had been ill four years. He was 


71. 
Born Aug 
ll. 1892. in M adi­ 
son Township, he w as a pipefit­ 
te r for the form er Treadwell 
Construction Co. in Midland for 
15 years, last working four years 


a g 0- 
He was a m em ber of the Glen­ 
m oor 
U n i t e d 
P resbyterian 
Church and clerk of the Board 
of Sessions. 
Survivors include his widow. 
M rs. Bertha R am bo Robinson; 
two sons, Clarence J. Robinson 
J r. of Torrance, Calif., and Rob­ 
ert P. Robinson of G lenmoor; 
two daughters, 
M rs. 
H erm an 
(Dorothy) Tafini of Melvindale. 
Mich., and Mrs. M erle (L aura) 
E sterly of Columbiana; t h r e e 
sisters, Mrs. N annie Hickman 
and M rs Mabel Wilson, both of 
E as t Liverpool, and Mrs. Bessie 
C ham berlain of Lockport, N. Y., 
and 12 grandchildren. 
Services will be held Monday 
at 2 p. rn. at the M artin F uneral 
Hom e by the Rev. J a m e s F. 
Donald 
Burial will be in Cal­ 
c u tta 
U n i t e d 
P resbyterian 
Cem etery. 
Friends m ay call S u n d a y 
afternoon and evening at the 
funeral home 


Mrs. John Jam rozik 


Mrs. Mildred Jam ro zik , 42, of 
Industry, wife of John J. J a m ­ 
rozik. died this m orning at 3 45 
at R ochester G eneral Hospital, 
a fte r an illness of several days. 
She was born M arch 27, 1921, 
In Allenport, P a., to M r. and 
Mrs. Michael Vuyanovich of In­ 
dustry. She resided in the Mid­ 
land area since 1929 
She and 
her husband owned and oper­ 
ated M ary's R e stau ra n t in In­ 
d u stry for 13 y e a rs 
She was 
a m em b er of the St. George 
Serbian Orthodox C hurch a n d 
the Croatian F ra tern a l U n i o n 
Lodge 535 of Midland. 
In addition to h er husband 
and parents, she is survived by 
a daughter. Miss P a tric ia Lou­ 
ise Jam rozik at hom e, and two 
sisters, Mrs. M arie Snyder of 
M onaca R D. I. and M rs P ris­ 
cilla M ervosh of D um fries. Va 
Services will be held Tuesday 
a ’ 2 p rn at the church by F r 
Milorad Dohrota Burial will be 
in Beaver Cem etery 
Friends m ay call at the C an­ 
non Funeral H om e in Midland 
after 7 p rn. Sunday. 


M rs. Florence M o ffa t! 


Mrs Florence Bucher Moffatt. 
85, of Lake Worth. F la . a for­ 
m e r resident of E ast Liverpool, 
died Fridav about 3 4ft p m at 
a nursing home there following 
a long illness 
Mrs. Moffatt w as born near 
C hester to Washington Bucher 
and Sarah Elizabeth Poe Buch­ 
er, and left here about f I v p 
y e ars ago. 
She is survived by a daugh­ 
ter. 
Mrs 
Donald 
R aught 
of 
L ake Worth, a brother. P a u l 
Bucher of Columbus and two 
grandchildren 
Services will be held n e x t 
week at Lake Worth 
B u r i a l 
is planned at Riverview C em e­ 
tery here. 


I . i n \ ii jill «*t i ne 


EAST PA LESTIN E 
Edwin 
S 
Ed 
Augustine. ITR W Clark 
St . a form er potter, died F ri­ 
day at 8 35 a rn 
at Salem Cen­ 
tra! Clinic, following a three- 
vcar illness with a heart ail­ 
m ent 
He was 73 
Mr 
Augustine 
was 
born In 
Unity Township Aug 
27. 1890. 
to .lunas Augustine and A l i c e 
Cowin Augustine 
He w as m a r ­ 
ried to the form er E dna Peter 
son May IR, 1912. and she died 
in 1951 
He worked as a jiggerm an at 
the Taylor. Smith & Taylor Co 
about 25 years and was em ploy­ 
ed last at the M rC om m on Hard­ 
ware Store here for 15 years, 
retiring in l%ft He was a m em ­ 
ber 
of 
the 
First 
Church 
of 
Christ and was serving as eld­ 
er emeritus 
at 
the 
tim e 
of 
drat ’ 
Hp also was a former 
tea her of the church school 
lh i 
survived by two Haugh­ 
t o n 
m . 
D oro'hea B aumgard- 
nei 
Ka : Palestine and Mrs 
B ein Stall Smith of R 
D ; a 
sor 
Do: lid 
\u g u stin e of Ak- 
ror 
"a i 
asters. 
Mrs 
Myrtle 
Mr • ” Kopf 
and 
Mrs 
Mildred 
Buchreker, both of R 
D. I; a 
brot la : Clyde A u g u s t i n e of 
B a rb e ro ' 
and 
six 
grandchil­ 
dren 
and 
six 
great-grandchil­ 
dren. 


Services will he held Monday 
at I 30 p m 
at the \ an Dyke 
Funeral Home bv Dan Davis, 
minister. Burial will be rn Glen­ 
view Cemetery. 


F ie n d s m ay call at the funer­ 
al home Sunday from 2 to 4 
and 7 to 9 p rn. 


Mr*.Martha Ilaukin* 


NI W Ct MBF R U N D 
M r 
M artha Agnes Hawkins. 72, wid- 


DU E IN DISTRICT. Bishop 
John J. Wright of the P itts­ 
burgh Diocese will be 
t h e 
guest sp e a k er Jan . 27 at 8 p. 
rn. at the St. Christine Mis­ 
sion in Ohio View, under the 
sponsorship of W omen's Guild 
and the C onfraternity of Chris­ 
tian M others. Bishop Wright 
will talk on the Ecum enical 
Council 
m eeting 
in 
Rom e, 
which he attended. 


ow of John H enry Haw, .ns. died 
F rid ay night at 6; 20 at Weirton 
G eneral Hospital after a brief 
illness. 


M rs. 
H awkins 
was born 
in 
Steubenville 
July 
7, 
1891,to 
H orace 
Hillard, 
and 
A l i c e 
Hillard. 
She leaves five sons, W alter 
L. H awkins of T am pa. F I a., 
R aym ond W. Hawkins and Si­ 
mon Roy Hawkins, both of Col­ 
liers and the Rev. Harold N. 
Hawkins and George Hawkins, 
both of New C um berland; six 
daughters, Mrs. Dixie O. Hig­ 
gins of Smithfield. W. Va., M rs. 
P a n sy J. Medling of A k r o n , 
Mrs. Violet 0 . Sw earingen of 
Eldersville, Pa., Mrs. Alice M. 
Smith and M rs Verna E. Flu- 
harty, both of Colliers, and Mrs 
Elizabeth J. Anderson of W eir­ 
ton, and 32 grandchildren and 
14 g reat - grandchildren. H e r 
husband died in 1952. 
Services will be held Monday 
at 2 3ft p 
rn 
at the Church of 
God at Kings Creek Bowl, n ear 
Weirton, hy the Rev. G e o r g e 
B Horton. Burial will be in the 
Union C em etery, Pughtown. 
F rien d s m ay call at the T u r­ 
ley F u n eral Home atter 7 to­ 
night. 


Mrs. R. L. H arrison 


LISBON 
— 
M rs 
Rebecca 
Je a n 
Harrison, 
26. 
wife 
of 
Robert 
Lee 
Harrison of N or­ 
folk, 
Va., died at the 
P o rts­ 
m outh Naval Hospital 
Friday 
at 9 20 a rn. after a five-year 
illness of cancer 
Horn 
M arch 
28. 
1937, 
in 
Madison 
Township, 
to 
F red 
Carlisle and 
Hilda Reed C a r­ 
lisle. she resided in this a re a 
until 
1955. 
She 
was m arried 
Nov. I, 1955. 
She w as 
a m em b er of the 
Madison Presbyterian Church 
Besides her husband, she is 
survived 
by two sons, Robert 
Lee 
Harrison J r 
and 
Dennis 
M i c h a e l 
Harrison, 
and 
a 
daughter, Gayle Lynne H a rri­ 
son. 
all 
of 
the 
home, 
her 
m other 
and 
father, 
and 
a 
brother, F red Carlisle J r., all 
of Lisbon R I). I 
two sisters, 
Mrs. 
M arilyn 
Hamblen 
and 
Mrs ( ’beryl Sue Maculich. both 
of 
Cleveland, 
and 
m atern al 
grandm other, 
Mrs 
Nellie 
T 
Reed of E ast Liverpool 
Services w ill be field Tuesday 
at I 30 p. rn 
at the Eells-Leg- 
get Funeral Home by the Rev 
Paul T 
G errard , pastor of the 
First 
P resbyterian C h u r c h 
Burial will be in Madison P re s­ 
byterian Church C emetery 
Friends m ay rail at the funer­ 
al home Monday from 2 to I and 
7 to 9 p 
rn. 


I .noftc Brick I Iiw art* 


M anned Jail Break 


W ARREN O h io iA P i 
A plan­ 
ned 
jail 
break 
was 
thw arted 
when a loose brick was discov­ 
ered in a cell wall at the T ru m ­ 
bull County jail. and two prison­ 
ers were transferred to other 
jails Atter a routine check dis­ 
closed the loose brick Thursday 
night, David Zirwas of G irard 
was sent to Mahoning County 
jail at Youngstown and L arry 
St Clair of Green Township was 
sent lo city jai! here Zirwa« is 
awaiting trial on a first-degree 
m u rd er charge and St 
Clair is 
charged with burglary 


< I- m in ( onnlv I inn! 


In I Jqiinr \ mi llion* 


Seven Columbiana ( o 
n t y 
p erm it holders were fined on 
eight ch arg es of violating ohio 
D ep artm en t of Liquor c ntr 
regulations 
during 
Dei < o ne* 
the d ep artm en t at Columbu 
re 
ported 
Citations were Issued by de 
p a y m e n t agents and by county 
J u v e n i l e 
Court 
officers. 
Throughout Ohio 47 raids w ere 
conducted last month, with 137 
a rre sts m ad e 


B u rn s Fatal T o Fir! 


C L EV ELA N D 1 AP 
M arjo r­ 
ie Burns. 5-year-old daughter of 
M rs 
J e ttie B um s, died Friday 
of burns suffered in a fire at 
their hm m Monday 
The g irl’s 
brother. Rickv 
2 
died in the 
fire. 


Series Slated ! 
On Marriage 


An eight-week discussion scr­ 
ies on “ M a rria g e ” will begin 
for the senior group of the Con­ 
fraternity of Christian Doctrine 
of St. Aloysius Catholic Church 
Jan. 22 at 7:15 p m. at the P a ­ 
rochial School Hall. 


Fr. Thom as M cCarthy, an as­ 
sistant pastor, will be director 
of the weekly sessions. 


Topics to be covered during 
the series include “ God’s P u r­ 
poses for M arriag es,” “ M a r- 
riage and Today's Definition of 
Love.” “ Roadblocks to Success­ 
ful M arriag e.” “ Dating, Court­ 
ship and E n g ag e m e n t,” “ M ar­ 
riage: Life P a rtn e rs ,” and “ The 
F am ily .” 


Instructors include Ja m e s Mc­ 
Gowan, H arry McConville, John 
R agan, E dw ard Hester. P erry 
Ross J r.. W alter Kimbro, Mrs. 
Thom as M artin and Mrs. Ho­ 
m e r 
Dray. 
Assisting 
will 
be 
Ralph McNicol, Mrs. Alice Ann 
Costello, 
Mrs. 
Robert 
Appel- 
dorn. Mrs. 
M ary Disch. Mrs. 
Ronald R ohrbaugh and M r s . 
Gene Stockdale. 


P arishioners will observe an 
Octave of 
P ra y e r Jan. 
18-25, 
eight days prior to the Feast 
of the Conversion of St. Paul. 


During the octave s p e c i a l 
pray ers for unity among Chris­ 
tians will be said at the con­ 
clusion of the daily Masses. 


Letters pertaining to the Oc­ 
tave have been 
sent 
to a l l 
churches of the Youngstown Di­ 
ocese 
by 
Bishop 
E m m e t 
M. 
Walsh. 


Events Set 
In Churches 
Of District 


Mrs. Abe O. Porter of Wheel­ 
ing will be the worker for the 
services at the First Spiritual­ 
ist Church Sunday and M onday 
at 7:3ft p. rn. 


Keep In Trim 


By IDA JEAN KAIN 


Serving Sizes, The Key To Weight Control 


Smoking 


(Continued from P ag e I) 


The Young Adult Choir of the 
New Jeru salem Baptist Church 
of Wellsville will present a spe­ 
cial musical program Sunday at 
3:30 p. rn., featuring the Spir­ 
itual Lam ps of Midland. It is 
open to the public. 


Officers will be installed at 
m orning 
worship 
Sunday 
at 
IO 4ft at the First B a p t i s t 
Church 
Pledges will be m ade 
by both the congregation and 
officers. A charge will be giv­ 
en to the officers by the Rev. 
Albert Rodenhausen. 


The Community Chorus will 
be the guest group at a m usical 
p rogram Sunday at 3:30 p m 
in the First Baptist Church of 
Wellsville. Mrs. Lottie Wyse is 
sponsor. 


Presbytery's 
V 
J 
Sessions Set 


The 
Steubenville 
Presbytery 
will m eet T uesday from IO a rn 
to 2 30 p rn. at the First P re s ­ 
byterian Church of Carrollton 
Com mittee chairm en will be ap­ 
pointed 


Com m ittee reports w i l l in­ 
clude ecclesiastical responsibil­ 
ities, Christian education, m in­ 
isterial 
relations, 
stewardship, 
finance and promotion, national 
missions and corporation. 


The Rev. H 
Gene Toot, as­ 
sociate m inister of the Trinity 
United P resbyterian C h u r c h , 
m oderator, will preside. 


Special Program 
To Bi* Presented 


A 
special 
pro g ram 
will 
be 
held Sunday at 7.30 p.m. at the 
Second Baptist Church, under 
the sponsorship of the Y o u t h 
D epartm ent. The Rev. E. I). Ar­ 
rington is pastor. 


The Rev. John Maiden, pas­ 
tor of the Wellsville First Bap­ 
tist Church, will be guest speak­ 
er and his church choirs will 
present special n u m b e r s He 
will be introduced by Miss K ath­ 
leen Waters. 


Miss Phyllis M ahone will he 
m istress 
of 
cerem onies 
a n d 
J a m e s Smith will give the wel­ 
come 
William Gibson, Bob M ercer. 
Jean C arter and Edith Taylor 
will be rn charge of the offer­ 
ing 
The Senior and Youth Choirs 
of the local church will present 
the music at the ll a n r wor­ 
ship. 


I lisbon I otigrrgalinn 


Ila* ( Iffirrr Flection 


LISBON 
Officers 
u e r r 
elected af the annual meeting 
of 
the 
First 
Presbyterian 
Church congregation Thursday 
night after a coverdish dinner 
The Rev 
Paul T G errard p re­ 
sided at the ecclesiastical ses­ 
sion 
For the corporation meeting 
for annual reports. Dean Boyd 
presided 
Elected were Kenneth Fells, 
Dr 
Thom as Liggett. R a l p h 
F a rm e r, re-elected, and (’ 
D 
Libby, ruling elders, three-year 
term s: Joseph Smith, for unex­ 
pired term s of George Gonzal­ 
es 
Mrs 
W arren 
Nnld 
a n d 
Dean Hosp, Board of Deacons, 
Allen Dickey, re-clecferl. a n d 
Forest Lowry, Board of T rus­ 
tees, and IV S 
McMinn. Mrs 
Elaine Hurd. Mrs Richard Ken- 
nedv 
and Kenneth Huh, nom ­ 
inating com m ittee 


l\i*lor* \**oei;ilion 


\|»|»oml* < hairman 


The Rev 
Albert Rodenhaus- 
en. president of the East Liv­ 
erpool 
Ministerial 
Association, 
has announced appointment of 
the Rev 
Noble W Shirkey, pas­ 
tor of tho LaCroft Church of 
the N a/aren e 
as chairm an of 
the Chun h World Service com ­ 
m ittee 
He will 
receive Information 
from C hurch World Service and 
the Ohio Council of Churches 
and inform the churches when 
the collection 
and pickups of 
clothing will be m ade 
Collec­ 
tions will 
be 
from 
the 
First 
C hurch of Christ as usual. Rev. 
R odenhausen said. 
/ 


Chester Church 
Women Discuss 
Prayer Program 


P lans w ere outlined for the 
World D ay of P y ay er observ­ 
ance at a meeting of the Board 
of M anagers of the U n i t e d 
Church Women of C hester F ri­ 
day night in the First Christian 
Church. 


Mrs. Je sse Oyster, president, 
presided. 


M rs 
Ray Huff will serve as 
c hairm an for the event, Feb. 14 
at 7 30 p. rn at the First Chris­ 
tian Church. 


M rs C. D Vogel opened with 
devotions. 
Plans 
w ere 
m ade 
lo conduct nursing home visita­ 
tions with Mrs. Vogel and Mrs 
R ichard Barnhart co-chairm en 
The budget was approved. 
The board went on record ap ­ 
proving 
the 
levy 
to 
provide 
funds for m aintenance of the 
C hester City Park. 


A nutritionist 
friend 
asked,) 
“ Why d on’t you write m o r e 
about serving sizes? For those 
of us who w ere taught to clean 
up our plates, 
creeping over­ 
weight 
is 
a 
c o n s t a n t 
th rea t.” 
Serving 
si­ 
zes are a vi­ 
tal part of the 
weight 
c o n ­ 
trol 
s t o r y . 
With 
o 
u 
r 
c h a n g e d 
Ida Jean Kain 
way of living, 
the portions to 
which we are 
accustom ed are 
now too am ple. 
But there is 
another im portant angle: With 
slightly sm aller servings, food 
capacity can be gradually di­ 
minished. The am ount we eat 
is influenced by habit. 


O F F HAND, one might think 
the solution would be to cut 
portions on all foods. I f s not 
that simple. In the interest of 
good nutrition, serving sizes of 
foods which furnish essential nu­ 
trients cannot be changed dras 
Really. 
Protein 
is the backbone of 
each of the three meals. The 
serving sizes of lean m eat, fish 
or poultry should not be les­ 
sened. One - fourth p o u n d , 
cooked weight, is a satisfying 
dinner portion. A luncheon por­ 
tion can be two to three ounces, 
cooked weight. If cottage cheese 
is used as a protein source, the 
.serving should be one - half to 
three - q u a rte rs 
cup. 
B reak­ 
fast should include the choice of 
an egg. or a serving of cereal, 
with a cup of milk 
A pint of 
skim milk or butterm ilk is in­ 
cluded in the balanced low cal­ 
orie diet. 


Programs Slated 
Bv Rural Women 


LISBON — P ro g ram s on v a r ­ 
ious subjects will be beld 
al 
m eetings of Columbiana County 
Home 
Demonstrations 
G roups 
next week. Don Meyers, county 
agricultural agent, announced 
“ W ater and Its Q uality” will 
be presented for the Franklin 
Township group Tuesday from 
IO a rn 
to 3 p m 
at the home 
of Mrs 
Wilda Tennant of State 
Route 644 
A 
sim ilar 
program 
will 
he 
given for the Fairfield F rien d ­ 
ly Neighbors Wednesday from 
IO 3ft a rn 
to 3 p rn 
with Mrs 
M ary Fitzsimmons of Colum bi­ 
a n a ‘r 
D 2 
“ Knitting 
and 
C rocheting” 
will be the project of the East 
Palestine 
group 
Thursday 
at 
I 3ft p m 
af the home of Mrs 
M arie Werner 
Handwork will hr featured bv 
the Unity Township Progressive 
H om em akers Thursday at I p 
rn 
at the home of Mrs 
L. C 
Chapin of East Palestine. 


I Jn**lrr I liurcli S ri* 


F lrrtio n Sunday N ight 


The a n n u a l congregational 
m eeting of the Chester W e s t- 
Church will he held Sunday at 
7 3ft p m 
and officers will be 
elected and annual reports giv­ 
en 
Annual 
report 
hooklets, will 
be distributed, the Rev 
W I 1- 
liam C laghom said 
Holy Communion will h r held 
during the ll a rn worship Sun­ 
day 
Elders are to meet in the 
pastor s study at 1ft 45 


I av m a i l VV ill B r ( »ur*l 


( lf Bov ce M r ! hodi*l* 


Carl Stockdale, a lay m an of 
(hr Pennsylvania \ v r Methodist 
Church, will br speaker at the 
1ft 3fl a rn worship at the Boyce 
Methodist Church Sunday. 
The Rev 
Ronald Rearic, p a s­ 
tor of the Boyce church, will he 


iii 
charge 
of the Communion 
services Sunday 
at 
the 
sam e 
time ai the Pennsylvania \v e 
church. 
Loren Hooker will he the guest 
soloist at the 7 30 p rn 
service 
at the Boyce church 


I 
Vt I n n ! H ook*low ii 


( Jllirr11 < la** I v n i l 


Fifteen attended the m eeting 
of the Philatheon Sunday School 
class of the Hookstown United 
P resbyterian C h u r c h 
Tues- 
day evening with Mr and Mrs 
Willis Swearingen 
Mrs 
E vert 
Maki 
was 
In 
charge of devotions and Mrs 
Swearingen supervised gam es. 
Mrs 
.Ione’ 
Nickle, 
president, 
presided 
Next meeting will be 
F eb 4. with Mrs. Maki. 


Dinner Planned 
By Area Grange 


H i g h l a n d t o w n 
G range 
launched plans for a banquet 
in observance of its golden a n ­ 
niversary when it met T hursday 
night. 


The celebration will be held 
when the w eather is m ore fav­ 
orable and 50-vear m em bers will 
be honored 
Robert M cPherson, 
m aster, w as in charge 


Mrs. Jennie C arter, lecturer, 
presented 
the 
program , 
in­ 
cluding 
song. 
“ Auld 
Lang 
Syne,” G ran g e; 
poem, “ T h e 
Little T hing,” Mrs 
E v e l y n 
Rose; G range news, Mrs. Ver- 
la Gulp; 
New Y e a r’s prayer, 
Mrs. Millie Lewis, and predic­ 
tion of events to come during 
the y e ar written by G r a n g e 
m em bers, 
sealed 
and 
to 
be 
opened in Ja n u a ry 1965 
Mrs Rose and Mrs. Kay Hays 
served lunch to 35 
Next m eeting will hr Ja n 23 
with a coverdish luncheon. 


Soiilli Side IM V S ri* 


M e r lin " O n M o n d a y 


“ Dollars for Scholars” a n d 
“ F u rth er 
Education 
Through 
Scholarships” will be discussion 
topics at the South Side Parent- 
T eacher 
Association 
m eeting 
Monday at 8 p rn 
in the 
ele­ 
m entary building at Hookstown 
Glenn Roberts, superintendent 
of com m unity relations at the 
Crucible Steel C o . J a m e s Ash­ 
croft 
and 
William R. 
K rom er 
will speak 
Mrs 
JoA nn M cElhanev will 
be in charge of devotions 
The 
hostess com m ittee, with J o h n 
Nash 
c h airm an , 
will 
s e r v e 
lunch 
Mrs. 
Hazel 
Walker 
is 
president. 


S111n111i I \ ill*' B r n i i p 


B ive n B ion ic Report 


SUM M ITVILLE - Nine a t­ 
tended a meeting of the Wom­ 
en s Civic Club Thursday night 
with Mrs. Marl Rogers 
Mrs 
Dominic Sabatino, sec­ 
retary, 
reported 
the General 
Telephone Co 
is continuing a 
survey of phone service in th“ 
area 
A letter of appreciation 
was read from Boy Scout Troop 
47 for a contribution. 
Mrs 
Fred A 
Rogers 
pres- 
dent. was in charge. Refresh­ 
m ents w ere served by the host­ 
ess. aided by Mrs Fred A. Ro­ 
gers. 
Mrs 
Lewis 
McCullough 
and Mrs 
Ernest Phillips 
The club will meet Feb. 
13 
with Mrs 
Peter M aria. 


Vegetables and fruits: Four; 
servings daily. Include one dark j 


green leafy or deep yellow veg­ 
etable. Most vegetables grown 


above the ground are low in cal­ 
ories and, if no fat is added, 


such vegetables can be eaten in 
liberal quantities...average serv­ 


ing 3* to I cup. The exceptions 
are corn, winter squash, peas, 


lima and navy beans. For these i 
vegetables, limit serving to Va 
cup. 


SAUCES AND added fat on 
vegetables boost the calories A 
teen - ager asks. “ Is extra seas­ 
oning really m ore fattening? I 
prep are green beans with ba­ 
con. qr bacon grease, as this 
gives them a better flavor. I 
eat 3 to 4 cups a day. 
My 
brother tells me that this bacon 
increases the calories consider­ 
ably. Does it'>“ 
Yes! Your brother is r i g h t . 
Count each tablespoon of added 
tat at IOO calories. 
Dieters must 
be alerted to 
hidden fat calories — in butter 
melted on vegetables, in cream 
sauces and casserole dishes, fat 
laden gravies, the fat of meat, 
and. of course, the fat absorbed 
in frying. 
Serving sizes of fruit juices: 
Citrus fruit. 5 oz. juice, or one 
orange or one - half grapefruit. 
Plus second fruit. If fruits are 
canned with sugar, limit serv­ 
ing to 4 cup Sm aller food por­ 
tions m ean .smaller figure pro­ 
portions 
Send 
stam ped, 
self 
- 
ad ­ 
dressed. long envelope for Re­ 
vised 
Calorie 
Chart. 
Address 
request to Ida J e a n Kain, care 
of The Review 
Post card re ­ 
quests cannot be answ ered 


(lamp Fire Girls 
Leaders To Meet 


A 
special 
m usic 
workshop 
will feature the meeting of the 
L ead ers’ Club of the E ast Liv­ 
erpool Area C am p Fire Girls 
at 9 3ft W ednesday morning at 
the First Church of Christ 
Mrs 
L arry 
Walton, 
form er 
m usic instructor at B e a v e r 
Local High School, will be di­ 
rector 
The group will exchange ideas 
for program planning and train 
.ag projects 
All leaders, assistants, spon­ 
sors and neighborhood chairm en 
are invited 
The arran g em en ts committee. 
Mrs. Lom a Hall, Mrs 
A l i c e 
Diddle and Mrs 
Roberta Ruth- 
em. 
will 
be 
in 
charge 
Mrs 
Jack Talbott is president. 


Salineville Nome 
Has 2 As Visitors 


M rs Howard Hail of Kensing­ 
ton 
R 
D 
and 
son, 
Tomm y, 
were Salineville visitors T hurs­ 
day. 
Mrs 
Olive Schubert of Lin­ 
coln St 
was a Lisbon visitor 
Thursday. 
Paul D Angelo and daughter. 
Linda, of Summitville, w e r e 
visitors Thursday. 
Pete M oira and daughters of 
Summitville w ere visitors F ri­ 
day 
T erry Webster, ll. son of Mr 
and Mrs 
Eugene Webster, un­ 
derw ent 
surgery Thursday 
at 
City Hospital 


Bradiiutr (lf Patrol 


I ii So n v \\ I j*hon 


One of 3ft Ohio State Highway 
Patrol cadets graduated F r i- 
dav from the P atrol Training 
Academy at Columbus has been 
assigned to the Lisbon post 
A Salem 
m an 
among 
t h e 
graduates will go to the M as­ 
sillon post 
The now patrolm an al Lisbon 
will be W C Muckleroy of B ar­ 
berton It is not known whether 
lie will be assigned as a reg ­ 
ular patrolm an or a dispatcher 
K 
M 
Oarlock of Salem will 
serve at Massillon 
Meanwhile. P atrolm an I) 
K 
Johnson has 
been transterred 
from Lisbon to Ashland Ho will 
leave for 
Ashland Wednesdav 
Hr has s e r v e d Columbiana 
County tour and half years 
He 
resides in Lisbon 


Penn 
State s 
football 
team 
m ade 154 first downs last se a ­ 
son. Their rivals m ade 151 


Hymn Books 
Program Set 


New hymn books will be dedi- suggestions as to w hat can be 
cated during m orning worship done. 
Sunday at the Second Church uf 
j n the years preceding the re- 
Christ in East End. 
port there has been a line-up 


The choir will present t h e against smoking, 
program , using selections from 
The roster reads like 
this: 
the new books. The books are The A m erican C ancer Society, 
red for the congregation a n d the 
Am erican 
H eart 
Associa- 
green for the choir. 
tion, the National Tuberculosis 


Mrs. Theda Smith, o rg a n is t.1 Association the A m erican Pub- 
wili be in charge. W ayne Ber- 
j'ssnctatitm, the U . 
rcsford. an elder, will preside P f 
Health Service the B n t- 


during the service 
lsh M m lstry of Heallh and tha 
during m e service. 
R#val Co||ege o( physicians, and 
Various solos and combined ()t}jers 
n u m b ers will be presented. 
In tfrest 
in 
the 
report 
w a, 


The 
annual 
c o n g reg a m n a 
^ 
]n 
tobacco 
producing 
dinner will be held at the church sla(cs whjch each y e ar producp 


M onday night at 6.30. The year- ^ 
billion cigarettes. 7 billion 
ly reports will be heard from cjga rs ancj nearly 
170 million 


various boards. 
pounds of other tobacco 
prod- 
Women of the church w i l l ucts from pjpe tobacco to snuff. 
serve the coverdish meal 
The $7.5 billion the Am erican 


Panama 


(Continued from Page ll 


J a m e s Walker, who is doing sm oker spends each year, pro­ 
m issionary work in New York vides federal, 
state 
and 
local 
state, will be guest speaker at governm ents with $3.2 billion in 
m orning worship Jan . 19. 
[taxes, and is the econom ic base 
for 750.000 farm families 
Tobacco companies w ere In­ 
vited to give the television in­ 
d ustry 
their 
reaction 
to 
the 
co m m ittee’s report 
The firm s were asked to dis- 


tions which the governm ent of CUM the matter before the Tele- 
President Roberto Chiari took vision Code 
Review 
Board of 
Friday, P an am a gave notice to the 
National 
Association 
of 
Washington that it was breaking B roadcasters at Miami. J a n 22- 
off diplomatic relations and that 23 
Representatives of all 
the 
it 
denounced 
the 
treaty. 
The television networks were invited 
pact was signed in 1903. concur- to join in the discussion 
rent with the establishm ent of 
The views will be considered 
P a n a m a 's independence, and it as Parf 
a study of how to 
has been revised on at least two handle tobacco advertising 
on 
occasions bv P an am an ian de- television in light of the govern- 


m and. 
m ent r e Port 
Chiari is reported to have in- 
The tobacco industry has ar- 
sisted in the past on a substan- Rl,e^ that no medical proof has 
bal increase in the $1.93 million been developed 
that 
s h o w s 
annual 
fee 
that 
the 
United sm oking to be a health hazard. 
States now pays to P a n a m a be- 
The long - expected and un­ 
cause of its use of the Canal precedented federal report—by 
Zone. He also wants some voice i® doctors and scientists chosen 
in the m anagem ent of the canal 
b,r , ^)clr *a c *< 
bias nn the is- 
The 
Johnson 
adm inistration sue~ w *b 
present 
no new 
re- 
has not reacted publicly to Pan- s e a rc b- Its sole job was to as- 
a m a ’s denunciation of the pact, sess ^ ie pv*dence on hand So in 
although Stevenson rejected at a sense the report will he only 
the United Nations P an am an ian as 8 °°^ as *bat evidence, 
charges of U S aggression. 
Officials said 
privately 
that 
the 
treaty 
gives 
the 
United; 
States perpetual rights in t h e ------------------------ -------------------------- 
Canal Zone, to be exercised as 
The Churchill Chippers 4 - H 
if the United States actually had H u b of Elkton met at the hemp 
full sovereignty over the zone, of the advisor. Mrs. 
R a l p h 
and that there is no provision in Moore. Monday night. 


4-H News 


the treaty for denunciation. 


Bus 


(('nntiniiori from Page 1) 


skidded 
into 


Mrs. Harold Dixon is assis­ 
tant 
advisor 
Jan ice 
Moore, 
president 
opened 
the 
meeting 
and B arbara Crawford vras in 
c h arg e 
of 
devotions 
Project 
books 
w ere 
given 
mem bers. 
. 
Mrs. Moore reminded the offi- 
t h e ( e rs 
*be Naming m eeting to 
be held Jan 
3ft 
at 
Lincoln 
brakes but 
re a r end. 
The rear bum per of the bus ^ h.°_ol_,n L,sbon for officers an(1 
and the front bum per and two 
right headlights on B rand’s car 
were dam aged 
A runaway tracto r dam aged a 
utility pole on E 
3rd St 
near 
Washington St. last night, po­ 
lice reported 
Robert W Stone. 51. of Cran 
st on. R 
I . told police he had 


advisors 
The club will meet Feb. 3 at 
the home of Nancy and Patty 
Mullen 


\m h rid gr Man Hang:* 


St*lf I ii Beav#*r Jail 


BEA V ER 
Floyd Dale, SO. 
parked the tractor owned by the n ^ Ambridge, was found hang- 
W hahng City Trucking Co and 
ln bls (’p^ ' n *be R eaver 
set 
the brakes before getting 1 (,uaf> •'r»il at 5 55 a rn toda\ 


out to m ake a phone call. 
!' 
af* 
a roPp 
a 
A 
service 
station 
attendant sh<',''1 and ll('d 
10 f P 1'* ln 
yelled al hint lite truck w a s m l , n «- a ™ ’rdm K 
'« 
W arden 
moving. Stone told police, and 
he gave chase hut it struck the 
pole The m ishap was timed at 
8 28 p m. 


.‘JO \r«* f eared Dead 


\* Ri\«*r < .raft ( iodide 


LAGOS. Nigeria 
APi- About 
3ft persons are feared to have 
perished Friday when a dugout 
canoe and a m otor launch col­ 
lided on the Niger River 
The accident 
happened 
near 
Onitsha in eastern Nigeria and 
lft bodies have been recovered 
About 45 others were rescued. 


Li*l»on Puritan* Sri 


LISBON 
A com m ittee m eet­ 
ing will be held at the Lisbon 
Ruritan Club session Tuesday 
at 7 [» rn at the F irst Christian 
Church, according to Jack Her 
rod. secretary. 


to 
Paul Jones 
The prisoner, who was count­ 
ed af the regular 5 a rn check. 
was adm itted to the jail Wed 
nesdav 
on 
an 
intoxication 
charge 
He was found dead by 
one of the guards. 


Seoul Broil)) To Meet 


LISBON 
The Shawnee Bov 
Scout 
District 
com m ittee 
will 
m eet Wednesday at 7 3ft at th** 
Old Stone House and act on ob­ 
jectives discussed bv the execu­ 
tive 
com m ittee, 
including 
the 
Polar B ear C am p Ja n 
22-26. 
Kenneth 
Mugridge, 
executive, 
said 
N orm an Wilhelm is dis­ 
trict chairm an. 


< Jim im* Ii Fi"urt* l)i«*s 


CHICAGO 
AP) 
The Very 
Rev 
Howard S 
Kennedy, 56. 
Jean of 
St 
J a m e s 
Episcopal 
< at bedral 
s i n c e 
1955, 
died 
Thursdav 


FIRST METHODIST CHURCH 


W e s t F i f t h a t J a c k s o n 


W h e r e t h e c h i m e s c a ll (lie D o w n t o w n 
A r e a 


to m e d i t a t i o n t w i c e d a ilv . 


l l 


10:15 A 
Al 
M o r n i n g W o r s h i p 


DO YOU LOVE ME" 


John L. Clark, Pastor 


Babv-Fold 
Nurscrv during Morning Worship Hour 


9 1 5 A 
Al Church School 
6:Oft IV Al 
Youth Fellowships 


V I S I T O R S A R E W E L C O M E 


rn important 


We recognize the im portance of Hie 
m any traditions, custom s and rituals 
so often observed by individual (a m ­ 
il irs 


W hatever your personal, fraternal or 
nationality preferences m ay be 
we 
are alw ays ready 
to conduct your 
services as von desire. 


Funeral Homes 


Kl 
5-2*30 
EA 7-1288 


I 
r 
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East Liverpool 


M E T H O D IS T 


I • 4* a. m 
Worship 
10.45 a. 
rn. 
Service 7.30 p. m. 


C A T H O LIC 


Bnvre. Anna Av* Th* Rev 
. .• '"'"• cu lata Conception. Main and 
ald Rearir Sunday School 9 30 a rn 
H th SU. FrJ „ °5 rald Curran 
Dow 
^ ,rs.. 
* v r 
m e n rv 
D „ , 
, 
Worship IO 30 a. 
m. Service 7 30 , ! asses 
an<* 9 3® a- m- High Mass Paul 
J. 
Oippolito. 
Sunday 
School Buffalo, c le a r 
.... 34 
Va rn 
• l l . 


E lrit. Carolina 
Ava. T h * Rev. 
Donald Vogel. Sunday School 9:45 
a. rn. Worship ll. 


M E T H O D IS T 
Carolina Ave 
Th* R*v 
O. 
first, 


Weather Elsewhere 


High Low Pr. 


A lbany, cloudy ___ 39 
20 
.. 


A tlanta, cle ar ......... 41 
22 
.. 


B ism a rck , clear ... 14 
-14 
.. 


Boise, cloudy ......... 31 
15 
.. 


Anderson, Calcutta - Smiths Ferry 
Rd 
The Rev. George H 
Johnson. 


9 45, Worship ll. 


E P IS C O P A L 


Chicago, cloudy 


Cincinnati, clear 


C leveland, snow 


U N I T E D P R E S B Y T E R I A N 
I 


Riverside. The R e v . Jamea D. 
, t 
„ ,lh 
, 
4lh 
, H1 
_ 
—r~i 
— ■ x wKitBVM,■ Ss nko 
f'hiireh Cokoeii 
o a r _ 
*t. iViat-tfiPW 6. 4tn St 
inn I HCII • 


Sunday School 8:50 a m. Worship ll. Worship l l a 
rn 
? na 
Av' 
Th* 
R **v 
W lll,am 
EH D e n v e r 
c le a r 
Swintf 
vicar 
Morning prayer and u u n v u i, uiudi 
Rev. 
Covenant. I nth St The Rev Rruo* church school 9 a 
rn 
J D e s M o in PS, clo u d y 


rn. , 
i " hr"sh! | ; K - . sr 
, , sih ” 1 ,;4Sj 
PASc’’“ ,, ♦ » 


Pennsylvania Ave. Sunday School 
B A P T IS T 
®3d 
a. 
rn 
Worship 10:30 
a. 
rn. 
„ 
Service 7.30 p. m. 
first, Center St. The Rev. .John 
Calvary 
.Jackson 
St 
The 
Rev 
Maiden. Sunday S c h o o l 9:30 
Irwin E. Jennings. Sunday l—h i i ; 3' m' " ors^u P t i a- m- 
9:30 a. 
rn. 
Worship 
10:45 a. in. I 
N e w 
Jerusalem . Commerce St 
Orchard Grove, St 
C lair and Or- R*y. Albert 
Ross 
S u n d a y 
chard Grove Aves 
The Rev. John S c h o o J 9 45 a - m - Worship l l a. rn . 
F 
Stilts, rhurch School 9:30 a. rn. 


C H R IST IA N 
D e tro it, cloudy 


19 


21 


l l 


l l 


6 
15 
16 


T 
03 


04 


Worship IO.45 


W esle.van, 
V. 
Dth 
St 
The Rev. 
Iceland 
Sundstrom. 
Sunday School 
9 45 a. rn. Worship IO 45 a. rn. 


F R E E M ET H O D IS T 


N A Z A R E N E 


First. 15th St The Rev. Clark A l­ 
lison. Sunday School 9:45 a rn. W or­ 
ship at l l a. rn. Service 7:30 p. m. 


A. M 
E. 


Fe#’* Chapel. Center St The Rev 
Oakland 
Wedgewood and Etruria *' 
H-. 
Hunter. 
Sunday 
School 
IO 
Estcl 
Sunday a- m- Worship ll. 


First, Indiana Ave. F.arlis* Glea 
F a irb a n k s , clo ild v 
Ion, 
minister 
Bible 
School 
IO 45 
. 
... 
,, 
, ' 
a 
rn 
Services 9 45 a 
rn. Worship r OH 
W o rth . CloiJC 


7 30 p m- 
Helena, cloudy 


■12 -22 


C A T H O LIC 
H o no lulu, clo ud y 


Sacred Heart. 4th St 
and Indiana In d ia n a p o lis, d e a r 
Ave 
J r. Eugene Jacobs. Low Mass 
. 
i ..iii- 
. 
8 a. m. High Mass lo. 
| .Jacksonville, cloud 


N A Z A R E N R 


Church of the Nararene. 
Virginia 
Ave 
and 3rd St. The Rev. Robert 
Thomas. Sunday School 9:45 a. rn. 
Worship l l a. rn. Service 7:30 p. rn. 


O T H E R S 


Sts. Thp Rev. S. H. 
School 9 30 
a 
rn 
Worship 
10:30 
a. rn. Service 7.15 p. rn. 
E P IS C O P A L 


Ascension, 
lith 
a n d Main Sis. 


Free Methodist, 2nd St 
Rev. R. 
I. Morris. Sunday School 9:45 a. rn. 
Worship IO 45. Service 7:30 p. rn. 


Emmanuel Mission, Chester R. D. 


The 
Rev p ra, . " i n " ’ 
J 
The Rev. 
Paul Brookes Sunday 
Charles Little. Sunday School 9 30 rra> er 10 a- m 
^ u r c h School ll. 
School 2:30 p. rn. Worship 3 30. 
a 
rn. Worship 10:45. Service 7 30 
E. U. B. 


P 
,, rfr»t, Main St. The Rev Dale R. 
e . 
, 
.. 
Beechwood, 
Rubicon St The Rev Turner 
Sunday School 9 30 a. rn. 
Seho(>1 10 a- 
m- Worship l l a. 


S 
H. 
Est*! 
Sunday School 9 45 Worship 10.30 a. rn. 
a 
rn. Worship 10.45 a. rn. Service 


7.30 p. rn. 
O T H E R S 


Grandview Mission, Lawrenceville 
Delmar C. Logston, pastor. Sunday 


U N IT E D 
P R E S B Y T E R IA N 
Trinity, Maine Blvd The Rev M 
Rudolph M iller and the Rev. Gene lur* 6 p m 


Jehovah's Witnesses Arthur Sage 
East Liverpool Kingdom Hall 
Lee- 


Salineville 


U N IT E D P R E S B Y T E R IA N 


New Jerusalem . 12th and Conv 
Toot, associate. Sunday School, 9 45 
r rn. Worship 9 a. rn. and l l a. rn. 


Second 
St. 
George 
St. 
Supply. 
Sabbath 
School 9.45 
a. 
rn. 
W or­ 
ship ll. 


Glenmoor, 
The 
Rev. 
Jam ea 
F. 
Donald 
Sunday School 9 40 a. rn. 
Worship ll. Services 7:30 p. rn. 


First, nth 
St. 
at Jefferson, 
Dr. 
Alexander K 
Davison. Bible School 'nM™- 
Pas^ r 
Sunday School 9:30 Rnsf Church School IO a. rn 
9 40 a 
rn. Worship l l a. rn. Ser-; 
• Worship 11:30 a. rn. Service 
vice 7.30 p. rn. 
7 P- m - 


G rare the Rev 
Edward J Phlnn 
* hiirrh of Jesus. 1771 Clark Ave 
Sunday School 9.45 a. rn. Worship 
Parsons, 
pastor 
Friday 7.30 
l l 
P 
m 
Sunday 1:30 p 
m. 


Los Angeles, cle ar 


Louisville, clear .. 


M em phis, clear ... 


M iam i, cloudy 


M ilw aukee, cloudy 


M pls.-St.P., snow 


N ew Orleans, cloud 


O kla City, clear 


O m aha, cloudy 


Philadelphia, clear 


Phoenix, clear 


Ptlnd, M e., cle ar 


Ptlnd, O re , cloudy 


R ap id C ity, snow 


Richm ond, clear 


St. Louis, clear 
Calvary. Sunday School IO 
Worship ll. 


_ 
r 
Grants Hill. Irondale Rd Woiship 
S alt ^ K . City. Snow 
LT1t,rT e 
u 
« 
. v - A^bert Mf>ss 
9 45 a 
rn . Sunday School IO 45 Ser-1 S a n D ieg o , c le a r 
Sunday School 9:45 a. rn. Worship vice 7:30 p rn. 
| S a n 
F r / n ] c lf a r . 


>. I. _ 
, 
. 
C A T H O LIC 
M ill Gospel Assembly, 
Main St 
Pasto? 
K 
F. 
Jackson 
S u n d a y 
S1 
Patrick's 
F r 
W allace Rosin 
School lo a. rn . Services 7 30 p. rn . 
Masses 8 and 
IO a rn . 


Mt. Sinai Fire Baptized Holiness, 
O T H E R S 
1617 Main 
St. Elder W illiam Rob- 
f -1r„ 
Methodist. The Rev 
Allen 
W or­ 
ship ll. 


Seattle, cloudy 


Tam pa, cloudy 


W innipeg, clear 


54 
38 
30 
18 
82 
72 
( , 
24 
13 
61 
39 
, , 
48 
36 
63 
46 
33 
16 
46 
29 
71 
66 
16 
5 


6 
5 
.OI 
46 
29 
53 
33 
25 
15 
4,3 
20 
56 
26 
42 
IR 
44 
37 
34 
12 
.04 
i t 
16 
33 
20 
29 
15 
.03 
63 
45 
55 
48 
43 
38 
61 
50 
-15 •31 


Fmmanuel 
T h * 
Rev 
Russell 
'lase 
Sunday School 9.45 a. 
rn. 


Worship ll. 
H l i r a I 


C H URC H O F C H R IS T 
M E T H O D .S I 
Second, Pennsylvania 
Ave 
Bible _ 
School 
9 45 
a 
rn Worship 
IO 45 ., P,n ' r’ ro';a. ™ “*r HammondsvUle 


a rn. Service 7.30 p. rn. 
?h,n 
a a*' 
Dean McElroy 
Wnr 
ship 8 45 a rn 
Sunday School 9.30 
Bradshaw Ase 
Evangelist 
G ary w 
__ 
L 
Vaught, 
minister. 
Bible 
study 
J 
9 45 a 
m 
Worship 10.30 a. rn. Ser 
m 
u 
‘ hurch School 9.45 rn. rn. 


Church of Christ, Gerald C. 


me. minister 
Bible School IO a. rn 


Worship and Communion ll a. m 
Service 7 30 p. rn. 


Assemhlv of God 
the Rev 
Del 
bert Miller Sundav School IO a rn 
Worship I l a 
rn. Service 7 30 p rn 


Newell 


M E T H O D IS T 


Vice 8 30 p. rn. 


First. College St Dr R 
F, Weed. 


minister 
Sunday School 9 JO a. rn 
Worship IO 30. 


ASSE M BI Y DF GOD 


First, W. 8th St The Rev. James 


Worship ll. 


Hsmmondsvtlle. 
Th# 
R e v . 
H 
Dean 
McBllro.v. 
Church School 
IO 
a. rn . Worship ll. 


Elkton. The Rev 
Fred W 
Shiltr. 
Worship 9 a. rn. Sunday School IO. 


Mi 
Zion. 
Route 
170, 
Clarkson 
Rd The Rev. Theodora Nurser Jr. 
Sunday .School 9 45 a. rn . Worship 
ll. Ser vie* 7:30 p. rn. 


Htghlandtown 


Miller. 
Sunday 
School 
IO 
a 
rn. 
Worship ll a 
rn . Service 7.30 p. rn . 


B A P T IS T 


4 irs!. W 
5th St 
The Rev 
Albert 
_____ 
R 
tmh.un > 
Sunday 
School 
9 45 
Rose" Worsh7p' 9 IO 
a 
rn. Worship 10.40 a. rn. Service 
school IO 30 


7 p. rn. 
_ 
Irondale. The Rev 
H 
Dean Mr- 
Heights Blhle. Montana Ave 
The 
R jrov Worshin u 
4S a ' m 
chnrrh 
- 
Donald Rouge, Sunday School 
school „ " rship 8 
45 *' m' Church 


The 
Rev. 
Allen 
rn. Sunday 


Rev. 
9 43 a. rn . Worship ll. Service 7:30 
p rn. 


Second State SI The Rev 
E. D 
Arrington Sunda.v School 9 30 a rn 
Worship ll a. rn. Service 7.30 p. rn. 


Smiths ferry 
The Rev 
William 


Cromer. Sunday School IO a. rn. 
Worship ll. 


Green Valley. Shippingport 
The 


S u 
r v e y P l a n 
n 
e d 


r m 
F o 
r H 
a n 
c o c k O 
n 


m 


C 
o l l e g e P r o 
p 
o 
s a l 


A survey to determ ine inter­ 


est in the W est L ib e rty State 


College branch opening in Sep­ 
tem ber at the new W e ir High 


School is under w ay by the Han-1 
First. 4th and Grant Si The Rev. 
i 
r, 
‘j _# 
Ralph Hedrick 
Sundav School 9 30 ( 0 t * County Board of tduca- , 
a. rn. Worship IO 50 a. rn. Service tion 


7 30 p 
m‘ 
Area 
residents Interested 
in 
Neatly Chapel, Route fW Charles 
___________________ 
I. J o n e s , minister. Worship 9:30 beginning or continuing a col- 
a. m. sunday school lo 30 a 
m. 
lege education at the new facili- 


n a z a r e n e 
tv m ay fill out the coupon on 


Glendale. The Rev 
Wilbur Bes 
Pag e 3 of today's R e vie w and 
vet. Sunday School 9 45 a rn. Wor- „ 
-i u 
* 
u' 
n tlM. , 
ship 10:45 a. rn. Service 7.30 p. rn. 
It 
to 
Hancock 
County 


Ftm . 
3rd and 
Grant st. 
The B ranch College, in care of W eir 
Rev ira e 
Foxier Sunday School High School, W eirton, W . Va 
9:30 a 
rn. Worship 10:45 a. rn . Sot- 
-p. 
• .. 
_______ ■ 
vice 7 30 P. rn. 
The purpose of the coupon 
IS 


Congo The Rev Walter D. Speece 
°^ l a *n an indication of COm- 
Sunday School 9 45 a. m. worship m unitv interest in the branch 


college and in no w a y lim its 


the opportunity for students to 


register at the college when a 


form al registration date is an­ 


nounced. the Board of Educa- 
\ fu 
H o p e , 
Pennsylvania 
Ave 
Rev David Dayen Service 7 30 pm 


The Rtw 
R. L. Latim ore 
Sunday 


ll. Service 7:30 p. rn, 


P R E S B Y T E R IA N 


E’lr.t, 8th and Grant St* 
T h e 


Rev 
Charles Haddock 
C h u r c h 


School 9 45 a. rn. Worship ll. 


C H I R T H O F C H R IST 


First, 
Washington 
St. 


j 
! 
J ■ - Y / v 


washington 
st 
Sundav tion and West L ib e rty adminis- 


i s y r . - , . ? - 
\ s f t s . 
n 
* ^ 
b in n y • 
bam Recb> Sunday School lo a. rn 


A IV 


' 
‘ 
" 
T 
n 
t 
E 
s 


Sure it is! And you're looking 
^ 
at it right now. 
Most people get their pictures 
in the paper because they've done 
something. But not I ! 
I haven’t done anything. Not 
yet. that is . . . 
But one of these days I'm going 
to do lots of things. Big things. 
Crcat things. Why, I might even 
he President of the United States 
some day. 
Want to know why my picture's 
in the paper? 
Because I ’m one of millions of 
youngsters who needs to grow up 
with faith, fortitude, character. 
And we boys and girls want 
you to come to Church next Sun­ 
day — and to bring us with you. 


T H I C H U R C H FOW A L L 


A L L F O R T H E C H U R C H 


Th* Church I* the greatest fai-inr 


on c.inh for the building of character 
ind Hood citizenship It ut a store- 
house of spiritual valuer. Without a 
*1 rung Church, neither democracy 
iv»r civilization can aurvive. There 
are tour Hound reason* why everv 
pcrnon should attend nervice* regu 
larl\ and xupiort I he Church Thev 
arr ii i For hi* own *aW« (2l For hi* 
children * sake (3) For the sake of 
hi* community and nation i4l For 
the sake of the Church itself, which 
need* his moral and material «upt»>rt 
Flan to ho to church regularly and 
read your Bible daily 


NAZ AR E N E 


First, St 
Clair at Walnut. 
Rev 


C. 
G 
Schlusser 
Sunday 
School 


B :th a. 
rn 
Worship 10.45 a. 
rn. 


Service at 7 p. rn. 


I .Croft The Rev 
N. W. Shlrkey 


Sundav 
School 9 45 a 
rn. 
W o r.h ip 


IO: 45 a. rn. Service 7 .30 p. rn. 


G ard end ale. 
W oodbine 
and 
G ad 


di* Ms The Rev Gordon I) 
Hall 
Su n d ay School 9 45 a 
rn. 
W orship 


IO 45 a rn. Service 7 30 p. rn. 


Worship ll 


F R E E M ET H O D IS T 


Hookstown Rev. Milo Smith Sup 


ply Pastor. Services 9 45 and 11:15 
a. rn. 


Ohioville 
The Rev. George Mr 
Laughlin, Sundav School 9 45 a 
m 


Worship IO 45 Service 7:30 p. rn. 


51 if I la n d 


chi :l>*4 Aer ..re- 4di >»*unm Sen*rt Int , ,X>n»«*ircf F» 


P R E S B Y T E R IA N 


Fir*!, Virgin!* 
Ave 
T h e 
Rev 


George H Rohlender Sunday School 
9 30 a. rn . Worship IO 45. 


C A T H O LIC 


U N IT E D P R E S B Y T E R IA N 


( g r o u p 
I n 
E l k 
t o 
n 


M 
a k e s P u 
p 
p 
e t s 


Thp E lk ru n Tow nship Hom e 


Dem onstration 
CJroup 
m a d e 


puppets for children at Salem 


hospitals when it met Wednes- 


Sundae 
Munday 
Tuesday 
Wednesday 
Thursday 
Friday 
Saturday 
i 
I 
I King* 
I Chronicle* 
Psalms 
Matthew 
Ephesians 
II Thessalonians 
ll Peter 
10:1-10 
29:10-19 
92:10-15 
11:7-15 
4:11-16 
1:5-12 
3.14-1R 


I III ID It CE GOO 


m 
r 
Fir*!. Grant St 
The Rev 
King 
Sunday 
School 9 GO 
a 
in 
W cr*hip IO in 
a nI 
service 
7 30 
p rn. 


< M U O I IC 
St 
Aiiiv«ui*. 
W. 
5th 
St 
F r Carl 
Nieolav 
Fr 
John Cunningham 
and 
Fr 
Thomas 
Met arthy, 
assistants 
I ow Masses 8. 7 
9, IO 30 a . 
rn . 
( H ighI and 12 noon. 5 p. rn. 


St 
Ann. 
Pennsylvania 
Av* 
Fr 
Thomas Rcldue 
Low Mass 8 a. rn , 
H'gh Mass IO a 
m. 


Presentation 
Penn Ave 
and 8th 
St 
Fr 
Francis E 
Paul Low M ass­ 
es 5 45 7 .in and 9 a 
m 
High Mas* day with Mrs. Harold Sebrell of 
la rg e r Parish 
The 
Rev 
Frank 
H a m 
, 
. 
D 
n t 
Hare 
West Beaver Chinch. 
West 
LISDOn 
tv I) J). 


r f r r i a n 
meeting will be Feh 
12 
JU 
George, loth Si 
a n d Beaver 
„ 
n „ . 
J 
Av* 
V t 
Milorad f>vbrotj 
ITivTne ^ 11M 
MPS. 
Rflym onCi Apple in 
Liturgy—Sunday 
School 
lo a. 
m Polkton 
The project w i l l be 


b a p t i s t 
"Water and 
the 
Quality 
of 


m i 
o iiv*. Ohio Ave 
The Re* 
Same.’’ Mrs 
Benjamin Smith 
W. tk 
Harris 
Sunday School 9 45 
„ 
, .. .. 
... . 
. 
. 
a m w01 snip ii is. 
and Mrs (.ar! Hall will be lead- 


Point 
Worship IO » 
rn 
Sabbath 
School 
ll. 
New 
lebanon 
Church 
Millport Sabbath School IO IS a 
rn 
Worship ll 15 


Madison 
East Liverpool Rd Wor 
ship 9 a 
rn 
Sunday School IO 


Oak 
Ridge, 
off 
Route 
39 
The 
Rev 
Ja m es 
McCollam 
Worship 
9:30 a 
rn. Church School 10:30. 


This Series of Ads is Being Published Eoch 


Ministerial Association and is Sponsored by 


MCBURNEY PHARMACY 


Where Pharmae> Is V Profession. Not A Sideline 
F U 5-2980 
6th & Dresden Ave. 


DIVERSIFIED SAVINGS & LOAN CO. 


Rev 
J 
M 
Bethel, 
near HighJandtown 
The 
Rev 
Vt 
M 
Harper. Sunday School I " l ' 
•' 
IO a 
rn . Worship ll. 


(a lru n a 
Th* 
Rev. 
Thomaa 
P 
Clvd# 
Sabhatn School 9 45 a 
rn 
Worship ll a. rn. Service 7:30 p. rn 


Long* 
Run. 
The 
Rev. 
Russell 
HI 
Stephrn * W. 4th St The Rev. 
Shepherd 
Sunday School IO 
a 
rn 
n 
R 
Salisbury Jr . 
Holy 
Com Worship ll a rn. Service 7 30 p 
rn 
mtinton 
8 a. 
rn . Morning 
prayer 
10.45 Church School 10.45, 


I I I III R AN 


Fir*!. Vh st 
and Peer Ave The TTS 
M arbrev Sunday School 
Worship ll. 


F P IS ! O P A L 


Yellow 
Creek. 
The 
Rev 
Ja m ** 
McCollam Sunday School 9 45 a rn 
Worship ll. 


St 
Jo h n * 
Evan g elical. 
3rd and 
Four Mile. Ohio Township 
T h e 
Jackson St* 
The Rev. Charles W 
Rev. Rav McCreight. Sunday School 
kam pm ever. 
Sunda.v 
Scnool 
9 15 9 45 a. rn. Worship ll. 
a. rn. Services 8 and IO 45 a. rn. 


C H R IS T I AN S C IE N C E 
Fir*!, 
W 
til h 
and 
Monroe Sis 
Sunday School 9 30. Service ll a.rn 


Clarkson The Rev. Robert Moore 
Worship 9.30 a. 
rn . Sunday School 


I l a 
rn 


A 
M 
E. 
ll. 


M ill Creek The Rev Alexander C 
Wilson Sundav School IO a rn . wor 
ship ll 15 a 
rn 


P R F S B V T F R IA N 


I ’ li^ h t o w n 


UVT T E L I R F 8 B Y T F R IA N 


F a irv ie w 
T h e Rev 
W illia m 
. 
. 
,, ,, 
_ 
r, 
b 
^ El rnLev 
Sundav 
School 9 45 a 
Bethesda, Millport 
The 
Rev Bovd 
.. 
Dm, a 
CmmhJ v 
IA a 
rn 
Woishlp ll 
C H R IST IA N 


Hookstown The Rev Alexander (' 
Wilson -Worship 9 45 a. rn , Sundav 
School ll a 
rn 
Sheridan 
h* 
and ria'borne 
Ave 
The Rev Jam es G 
Douglass 
Sunday School 9 JO a. rn. Worship 
ll. 


O T H E R S 


salvation 
Army, 413 E. 4th 
M al 
a n d Mr- 
W illiam Hathorr S 
Burd. Sunday School IO 
Sundav School 9 
3u a 
rn 
Holiness 
Wo-*hip 
ll. Youth leUowship 7.30 
meeting IO 45 a 
rn. Street 
meeting 
P- m. 
6 15 p. rn. Salvation meeting i p. m 
Salem. Ohm Township TTie Rev- 
Pleasant 
Heights 
United 
Breth- J o h n Shearer 
Sunday School 
IO Service 7:30 p. rn. 
ren in Christ. Northstrie Ave 
The a- m - Devotion* Ii. 
Rev. 
Pauline 
Stephens. 
Sunday 
Fairview 
Relormerl. 
Ohio Town 
School - worship 9 45 a. rn. Serv- Lihip 
The 
Rev. 
Cieorge Stannard. 
ice 7 30 p. m. 
Sundav 
School 
9:30 
a. 
rn 
I>evo 
Mission. Broadway. 
CarC lions 10 
30 a. rn. Service* 8 
p. rn 


NA ZA R E N K 
Chestnut Gr se, n e a r Irondale 
The Rev. Iberia Tice Sunday School 
IO a 
rn 
Worship ll a. rn . Service 
7:30 p 
rn, 


We*! 
Point 
Sunday 
School 9 30 
a 
rn. Worship IO 30 a. rn. Service 
7.30 p. rn. 


C A THOI IC 
Si 
Christine Parish. Dbto View 
Fr. Adelbert W illiam * Ma i l l 
rn 


Mrs Sam Ronshak will enter­ 
tain the Half-Century Club at i 
her home Tuesday night 
Mr 
and Mrs 
Nett W o l f e 
quietly observed their 59th wed-, 
ding anniversary Wednesday 
Mrs George Jones and Mrs 


Av* 
ai 3rd and 4th st* Th* Rev. George Hells were Youngstown 
J. J 
Jackson 
Sunday School 9 30 
, 
a. rn. Worship ii. 
visitors Tuesday. 


Jeh o vah * 
W itn*«*e*. V i r g i n i a 
The Elkton PTA will m e e t 
Ave 
D o n a l d 
lievich Lemur* 4 \fondav at the school Mrs Har-j 
p. rn 
Watchtcm^r study 5 15. 
.w,... 
a.v, 
ti 
, „ j n«, jk. old Martsolfa ^ tr^rhpr at thp 
Methodist. <)tn 
>t 
a n a 
AVP 
I'he 
R P V 
Robert Cumb^rt. TPtarded school, Will 
Up 
sp f ak* I 
Sundav School 9 45 a. rn. 
W orship 


1st St. Si Virginia 
Chester, W. Va. 


St 
Paul 
Reave* Ave al 3rd and 
4th St- 
T h e Rev. 
E. 
E 
Davis. 
Sundav School 9 JO a 
rn . Worship 
ll. 


O T H E R S 


Chn,rh of the l iving (.od. Reaver 


er. 


H. 


P r o b e In to N u rs in g 


H o m e F ir e ( -ouiin n ed 


NORWALK. Ohio (AP) 
The 
Investigation 
bv 
the 
Huron 
County grand jury of a nursing 
Fir.t 
rh * 
Rev 
Gerald pi etch home fire that killed 68 persons 
Rihle School 9 45 a 
rn. Worship ll 
... 
. 
_ 
... 


N«*u < tim b e rla n d 


Serv ice* 
R r*cne 
Mansfield 
superintendent. 
7.30 p. m. 
Jeh ovah* Witnesses, 
W. 7th St 
K im t son 
Kooin 
Lecture 3 p. 
m 
Watchtower study 4 15. 


Traver 
lem ple, St, Clair 
A v e 
The Rev 
H arry 
Lane 
Si 
iday 
School in a 
r i . Service 7 30 p. rn. 


Bible Missionary, 
G l e n m o o r . 
The 
Rev Rupert T 
White 
Sunday 
rhom 
IO a. rn. 
Worship ll. Ser 
Vice 7 p. rn. 


m en d .h ip ft" f’rl Ta bernicle 
W 
7»h 
Lie 
Re- ' Charle* S. Tav 
rn, 
sunday Srhool 9 15 a. 
rn. 
W or­ 
ship IO 45 
Service 7 30 p. 
rn. 


Gospel Tempi* 
AL St 
Chair Av# 
Sunday School IO a 
rn 
Service 7 30 
P rn. 
First Spiritualist 
245 W. 8th St 
Mi- 
Sara H 
Ro v ersock 
president, 
s e r v i c e s Sunday and 
Monday. 
7 .'iii p. rn. 
Fellowship Tabernacle. 313 Smith 
St 
Gladv i Cronin, pastor 
Warship 
IO 30 a 
rn . Service 7 JO p 
rn. 


Triumph Church of New Age. 1047 
Pen n sylva n ia Ave H en ry C arpen ter, 
pastor 
Sunday School 9 
vice* ll. 


will continue next Tuesday with 
testimony 
from 
at 
least 
two 
more persons 
The 
witnesses are John J 
Assembly of God 
The Rev 
Del 
( ' a r r 
stafP inspector who ap­ 
riori Miller. Sunday Srhool IO a 
m 
. . . 
. 
Worship ii. service 7 30 p. m. 
proved the homes wiring, and 


M F I H o llis I 
Elm er Hall. a former employe 


P o i n t 
Pleasant. R 
D 
I 
The of the home 
Rev 
V ic to r W. P o w e ll 
W o rsh ip 9 30 
a. rn. C h u r c h S c h o o l 10:30. 


Trinity. The 
Rev 
V i c t o r 
Powell 
Church 
Scnooi 
IO 
a. 
Worship ll. 


U N IT E D P R F XRA TF RI AN 


L U T H E R A N 
4 , 
oh rn 
rt**r 
Sunday School 
3 1' 
. rn. Worship ll • 
rn. 


Ser- 


W c lU \ i I Ie 


M F T H O n iS T 


F irst, 5th an' 
M ain St* 
F** R e v 


In d u stry 
T h e R e v 
W illia m W est 
Su nday School IO a. rn. W orthip l l 
*. rn. 
C hu rch of Christ. A llan F'i • I d » 
minivte> 
R ih le School IO a 
rn 
W>r- 
C H R IS T IA N 
shit, „n d C om m union I! 
5 e r v 1 t • 
F red ericktow n 
Thomas He « 
pa- 
lor Su n d av School IO a 
rn. W 01 ship 
ll. Service 7 p 
rn. 


E P IS C O P A L 
SI 
I uke'*. G eorgetow n 
Th# Rev 
P h illip 
Sch aefer, 
pastor 
S e rvic e * 


5 p. 
rn. 
O T H E R S 


C hurch of le vin Christ of Latten 


lay Saints 
Sm ith! Pa rry • Calcutta 
. 
. » . 


Rd 
W illia m 
Christensen 
hi a rc h Of 
ryPVISIO n 
W ill ne held Mon- 
president 
Sundav 
School 
IO a 
rn 
sa cra m e n t 
service 8 
p 
rn 
Testi 
m onial m eeting m onthly at l l a 
rn 


M issio n ary 
Alliance, 
M i d l a n d 
View 
M ich ael M osura. p a llo r 
Sun 


The jury had been expected to 
call its last witness Friday in 
the probe into the Nov 23 fire 
at 
the 
Golden 
Age 
Nursing 
Home near Fitchville 
The in 
Firs, The Rev Grant 1/w, Sun 
VPSt|gat|On IS to SPP lf thPTP arr 
grounds for rrimmal rhargr* 


Chess is believed to have had 
more books written on its intri 
caries of play than any other 
game 


School 9 45 a 
rn 
W orsh ip l l 


O T H F R A 


Free Methodist 
The Rev 
O 
A 
MrO ffirk 
S u n d a y School 9 4,5 
a 
rn 
W o rsh ip 
10.45 
S a r v i c * 7 30 
p. rn. 


7'JO p rn 


ll po rg a iii/.al i on S r i 


H a H o a rd O f R e v is io n 


LISBON 
The annual reor­ 


ganization meeting of the Board 


S ch o o l 
9 45 
hav 
S c h o o l 
IO 
r>#vot!oris ll 
M e e tin g 7 .30 p 


dav in the auditor * office with 


Auditor Kenneth Bell, scereta- 


r\. in charge 
Commissioner Galen Greeni- 
sen, president of the Columbi- 


WorshiV^*1 a- m V ',vlcf 7 30 p m 
10 *• m' 


C H R IST IA N 


Arden 
Beck 
Sunday 
a. rn. Worship IO 45. 
[-.in st The Rev 
Rich- 
oak Grove 
Chapel n*a» Fairview 
, 
, _ 
Sunday hrhool IO a 
rn. The Rev 
E. C. Campbell. 
Worehip ana 1 OUnty 
K o a r n 
of ( omm tS- 
sioners. and Treasurer Vincent 
Judge are the other two mom- 


F u iV M e n St 
The Rev. Robert 
( . l l P S l e T 
hers 


k 
Aridge"* 
Sunday School ® 
^ 
__________________ ^ 
The 
group, 
which 
acts 
on 


rr 
Wrvr nHiP IO 45. 
I ’ N f f f P 
a 
‘ 
n#»tn»i!uM^r. 5th St 
iwditPi P^ pfrtv 
valuations 
and tax 
F R E E M E T H O D IS T 
7^,, 
r;,, 
vv-_L!:arr Ctaghorn 
f-a te romplain,5, will nam? 3 


17th ■ nd 
Maple 
St* 
Tho I Sunday School 3 45 
a 
rn W orihjp 
p*- 
W 
M. Brown. S’onday School I IL 
chairman. 


THAT SELDOM USED 


B E D R O O M 


S U IT E 


WH I. 
TURN 
TO 
CASH 
WITH A 
REVIEW 
W AN T AD 


D I M , .185-4545 


BRICKERT ISALY 


Dairy Product* 


116 K. Sixth St. 
E. Liverpool 


BLOODS PHARMACY 


Prescription Chrmisl 


Last Lixerpool 
Wrllsxille—Toronto 


DOTS AQUARIUM 


Ct PET SUPPLY SHOP 


201 Ravine St. 
FU S-2331 


THE FRANK CROOK COMPANY 


The Rest Plaee To Buy After AII 


7 Moors of Beautiful Furniture 


l l ! E. tilth St. 
r e hM7» 


HANCOCK COUNTY FEDERAL 
SAVINGS AND LOAN ASSOCIATION 
OF CHESTER 


Chester, W. Va. 


HERCHER DRUG STORE 


Use Medicine Unix Un I he Advice of 5 our Doctor 


Chester, VV. Va. 
EV 7-13M 


MASON COLOR & CHEMICAL 
WORKS, Inc. 
Fast Lixerpool. Ohio 


THE M ILLIRO N COMPANY 


103 Second St. 
H 5-1035 


M ocLEAN FUNERAL 
HOME 


Dependable Serx tee Since 
1881 


Wellsxille, Ohm 
M2-1553 


DALE K. ALLISON AGENCY 


thrvirr. VV. Vs. 
VVI rjtrolma Ave. 


THE POTTERS BANK lr TRUST CO. 


Member of the f ederal Deposit Insurance Corp. 


Fast Lixerpool — Wellsville 


ARNER FUNERAL HOMES 
Xix in I 
\rner, Director 


Fast I ,i\erponl 
Chester, W. Va. 


Week Under The Auspices of the East Liverpoo 


the Following Business Esfoblishmenfs. 


THE CHAMBERS CO. 


Mulberry Street 


COLUM BIANA COUNTY 
M EM O RIAL PARK 


Where Memories Are Kept 


Beautiful Alway* 


FIRST FEDERAL SAVINGS Cr LOAN 
ASSOCIATION 


1032 Penna. Axe. 
385-4204 


HAYS OIL COMPANY 


5th A Broadway 
FU 5-0514 


THE FIRST NATIONAL BANK 


Member of Federal Deposit In*. Corp. 


SMITH HEATING 


Wellsville, Ohio 


LITTEN MOTOR SALES 


“ By George” 


433 Walnut Street 
FU 5-1220 


SMITH FARM SUPPLY 


Youngstown Road 
FU 6-6451 


HARRY G. TICE 


Self Serxe Market 


1644-46 Fenna Axe. 
East Lixerpool 


RAY W ILSON SUNOCO SERVICE 


1247 Penna. Ax e. 
FU 5 0068 


TRI STATE LANES 


Bt. 170 Calcutta 
PH. 385-1033 


Fast Lixerpool 


T. K. ROOFING MFG. CO. 


Chester, W. Va. 


THE POTTERS SAVINGS & LOAN CO. 


512 Washington 
Dial 385-0770 


BOYD LUMBER COMPANY 


Glenmoor 
Dial ,86-4064 


P A G E 8 
E A S T L IV E R P O O L R E V IE W , E A S T L IV E R P O O L , O H IO 
SATURDAY, JANUARY ll, 1964 
* FEATURE 
It’s Time To Leap Again, Men! 


★ 
★ 
★ 
★ 
★ 
★ 
★ 
★ 
★ 
It ’s ‘Open Season’ 
United They Stand? ? 


Bv GLENN ll. WAIGHT 
The wedding bell-wary area 
male is especially en garde 
in 1%4. knowing full w e l l 
women of all ages have been 
given an open season license 
bv the custom of Leap Year. 


Quite a few of the unmar­ 
ried gals have made t h e i r 
plans and set their caps for 
one of the more than 27.000 
bachelors in the Tri-State area 
o\er 14 \ears old. 


Tile women have a lot of 
arguments 
for 
matrimony, 
apart from their own beauty, 
charm and wit. 


With a wedding ring, a man 
can avoid the draft, will live 
longer, save on taxes, rent a 
home easier, have an heir and 
Insure against having a lone­ 
ly old age. 


But if I OOO w as an indica­ 
tion. there will be fewer men 
middle-aisling than in non- 
Leap Years in Columbiana 
County, at least In 1959. there 
were TBT marriage licenses is­ 
sued, in 1901. 786, in 1962. 760. 
and last 
Near. 751 
But in 
I^ap Y 'ar 1960, only 742 li­ 
censes were obtained. 


IN H W O C K County, how- 
c\er. prospects loom brighter 
for would-be hrides 
In 1960, 
there 
were 445 
marriages. 
topping the total of 416 last 
year, 419 in 1962. 441 in 1961 
and 433 in 1959 


Although 9 out of IO persons 
gi t bitched before their 32nd 
birthday, 
the most 
popular 
m arring age for women is 
23 lf you are a single woman. 


betw een 
23 
and 
24. 
your 
cha' t* are one in five of 
catching a man this Near. 


If you’re 30. the odds go to 


50-50 for 
marriage, 
but 
if 


you're over 40, your chances 
of ever getting wed are one 
in five. 
A 
look 
at 
the 
available 
males quantitatively s h o w s 
about 7,600 114 years and old­ 
er i 
in Columbiana 
County. 
3.000 in Hancock and 16,608 
in Beaver County. 


All three counties s h o w a 
higher than normal number of 
married men. based on the 
1960 census w hich showed 69 I 
per cent of U S males as hus­ 
bands Beaver County had TI 5 
per cent. Columbiana Coun­ 
ty 72 3 per cent and Hancock 
County 73 I per cent. 


THE AV ER AGE marry ing 
age across the nation is 22 for 
men and 20 for women Sta­ 


tistics show if a man is be­ 
tween 25 and 28. chances are 
better than one in six he’ll 
tie the knot this year. But if 
he's over 30 there is less than 
three chances in four he'll 
wed 
And if he's past 40. 
there's only one chance in 
three. 


Since there are two million 
more women than men in the 
nation, the competition for Di­ 
ana. the huntress, 
will 
be 
sharp this year. Of course, 
for those who want no part of 
sharing life with a dull male, 
there are a lot of laughs just 
watching the ploys and gam­ 
bits. 
Go where the 
right men 
are. is the key to a joint bank 
account 
Not in the b ig ci­ 
ties. where there s a dearth 
of escorts, or in small towns 
where the turnover is slow 
and stock seldom fresh. 
Airline 
hostesses, 
nurses. 
office workers and waitresses 
almost always get their man. 
while school teachers are cut 
off from the source of supply. 


A G IR L’S marriage oppor­ 
tunities lessen with each year 
of education past high school, 
hut the chances for divorce 
are also lowered by schooling. 
That men do settle down 
into domesticity is apparent­ 
ly due to the determination 
of 
the 
purposeful 
female. 
Most 
psychologists 
believe 
that marriage is contrary to 
the instincts of the h u m s n 
male 
Dr Theodor Reik c l a i m s 
men are afraid of matrimony. 
He warns the gals against 
the man who puts women on 
a pedestal 
making r e a l 
companionship impossible, the 


By CHARLES CRONIN 
Confronted by the threat 
of a siege of Leap Year 
proposals, members of the 
Wellsville Bachelor Confed­ 
eration will huddle Tuesday 
night to plot an effective 
plan of defense. 
That's right, the Wells­ 
ville 
Bachelor Confedera­ 
tion' 
Some of Wellsville^ most 
eligible males have joined 
ranks to ward off unattach­ 
ed women in search of hus­ 
bands. 
There are .35 members in 
the group, none of whom 
has experienced a t r i p 
down the aisle 
lf you're 
divorced, you can't belong. 
And age has no influence 
on the membership. 


TH ESE MALES of iron 
constitution carry wallet - 
sized cards to help them 
spread the movement And 
they never miss a chance 
to flash one before the be­ 
wildered eyes of a husband 
sounding off about the woos 
of matrimony. 
The card reads 
“ T h e 
following named brave and 
reluctant individual, having 
upheld the rigid require­ 
ments of a sustained bach­ 
elorhood and having beat­ 
en off all determined wom­ 
en. is a full-fledged an d 
bonafide charter member 
of the Wellsville Bachelor 
Confederation 
Vt a y 
his 
realm continue unblemish­ 
ed " 
The members are to get 
together 
to discus* 
t h e 
threat of Leap Year pro­ 
posals Tuesday n i g h t at 
IO 30 a* the Sons of Bah 


Club in the former River­ 
view Hotel. 
President of the extra­ 
ordinary 
contingent 
of 
bachelors is Pete Chefalo, 
43. an automobile salesman 
who composed the legend 
on the cards carried by 
himself and otner bachelor 
members. 
Like most i n f o r m a l 
groups, the Wellsville bach­ 
elors get together over cof­ 
fee at the SOI Club when­ 
ever the occasion arises 
The club has been in ex­ 
istence for a number of 
years and Chefalo has been 
its only president. 


T H ER E 
HAYE 
b r e n 
previous clubs for the fugi­ 
tives from matrimony in 
past years. 
Homer Laughlin, founder 
of the pottery firm in his 
name, was a member of 
such a group 
The Weekly Gazette re­ 
ported hi* attendance at the 
annual meeting in January 
of 1874 
“ Another year has ru n 
its course and there are I 
still several remnants of the 
I 
Old Bachelors Club left to | 
meet in solemn conclave 
I 
about Mrs McGilvary’s an- I 
cient festal board. . .there f 
to recount to each other 
| 
with trembling lips. their 
| 
thrilling 
adventures a n d I 
hairbreadth escapes f r o m 
f 
the wiles and clutches of I 
female ogres who had at- | 
tempted to force them into f 
a slavery too terrible to | 
contemplate '' 
Laughlin fell victim 
such 
slavery'' before 
the end of ’he Near. 


* 


. To Safety, That Is 


★ 
★ 
★ 
it 
★ 
★ 
★ 
★ 
★ 
On All Bachelors 


4 < 
& " ' ( £ ; 
Cr J W 
r 
! 


L M ' '-O UT \ '\ 


A L T A R S 


to 
the 


I 


self - ad m irer who's too busy 


loving him self to love a Nvife, 


or the m other's darling who's 


still tied to the apron. 


The bachelor is naturally 
looking for a wife with beau­ 
ty — that's the way the eye­ 
ball bounces — but other at­ 
tributes also w ill snare t h e 
single man. 


Pfc Tom Clark. 21. of 325 
Norton St . stationed in t h a 
Army at Et Hood. Tex., sees 
a blonde or perhaps brunette 
as Mrs C . but rules out red­ 
heads 
But she m u s t like 
sports and cars, be a g ood 
housekeeper and cook and not 
talk too much 


Paul E Good. 26. of 201 W 
6th St . claims representatiNf 
for the Social Security Ad­ 


m inistration office, has been 


engaged since N on 
27 to a 
girl in Indiana 


B IT GOOD said he looked 
for a woman who ha* inter­ 
ests similar to his 
sports 


and music — was attractive, 


brunette, average build 136-26- 
36) and weighed 128 pounds. 


Apparently he found her. His 
pet peeve about women—''con­ 
stant 
complaining 
or 
nag­ 
ging’. 
Sincerity is th e most im­ 
portant thing in a prospec­ 
tive wife. Ralph Fusco of Lin­ 
coln Ave.. Wellsville, states. 
Fusco. 29. thinks personality 
r a n k s 
behind 
sincerity. 
“ Looks don't mean * thing.' 
he claims. 
Pete Chefalo. 43. president 
of the Wellsville Bachelor Con­ 
federation. likes respect and 
a neat appearance in a wom­ 
an “ Physical appearance and 
ability mean something, along 
with neatness and a g o o d 
personality “ 


He also feels women should 
have some of the "old-time 
respect for men which pre­ 
vailed years ago — hut it 
works the other way around, 
too". 


She must like children." 
Bob Patterson of Ohio Ave . 
Review classified advertising 
department 
salesman 
says. 
Patterson. 21. also rates a 
p l e a s i n g personality and 
clothes-wearing 
ability 
high 
on his list — "Of course, she 
should like me just a little, 
too *‘ 


“ Can sports take the place 
of 
a happy married 
life0 ' 
Francis Wise, of Pennsylvan­ 
ia Anc . East End. chemist 
and assistant superintendent 
of 
the 
water 
works, 
says 
“ yes " Golf and softball oc­ 
cupy a good bit of his time 
and he feels hi* standards for 
a perfect 
mate are rather 
high. hence the state of bach­ 


elorhood She must be “ quiet, 
small and a good cook” . 


Ralph McNicol. an employe 
of the Columbiana C o u n t y 
Finance Co., prefers a single 
life as he prizes independence. 
A resident of 228 W 9th St., 
Ralph says “ beauty may be 
only skin-deep, but it matters 
a lot to him". He evidently 
will have to attend a “ Miss 
America Pageant' or remain 
a confirmed bachelor 


"To subject a woman to the 
kind of a life a coach leads is 
unfair." quotes Danny Fisher, 
basketball mentor 
at West­ 
gate School. Because he has 
moved around so much, at­ 
tending three schools and ser­ 
ving a hitch in the Army, Dan 
says if he stops still I o \ g 
enough and finds a girl with 
whom he can feel comforta­ 
ble and with a reasonable 
a m o u n t of intelligence, he 
may give 
up his 
bachelor­ 
hood 


There you are. gals 
And 
you still have 355 shopping 
da\s — if Nou want ’em. 
Three Of A Kind Pose For The Camera 


i m 


* hs 
w - e a 


see trip- 
cai veterinarian figures it oe* 
. , 
a . 
rn* less 'hon ira* 
■ ,re 
j 
, 
‘'overed with Buzzn b l a c k I 
Herron is ar employe n* me 
w 
'n ‘hem mschtNm.;* ta- 
S* Joseph Lead Co a* Af or­ 
es and '.eg? 
urb ^rayi*"- 
a a and ms w.te 5 a tea her 
.e >totes the trip.et* have 
a* S,_:r Side High Schoo 
?• 
amed Sam 
Suzie and 
Their farm is on a high bluff 
> ? ’•• rn mother a- 
gave 
about a mile and 
ne - na * 
-n ' 
' a'n* a*’ \» rn amt 
<ra<‘ 
' Laughlin s (V-m '* 


P e o 
p 
l e 
I n 
N 
e w 
* 


York Friday 
Ma A: 
V 
a g 


Al 
>” .it crooner Bn g 


as had a 


PORTLAND Ma ne 


at: in w rn The natl0" al preside! 


H o * I an I i 


B n VNM \MI1 I V 


ie*pite a 
4 
Junior Chamber of Comme 
'N 
V 
recommend* 
the o: 


Y,1 -I 


Baru* k 
i 


' 
‘ * 
ganization s name 
a 
"mer Las \e Men of Action 
•NZ ’ 
and Derm* Speak’.r.g to 3va! 
’aye* 
. . a r e " S e an- Portland. 
Maine. Richard H a 
rn .at - 
in Head lee 
B 
Liar 
. . . . a ....................... .. 
Mans good 
• * 
«,> 
. 
iOfiuOu U :a 
? pre» 
t a > . t 
• ' 
. Jaycee* like 
a short rams ver- " 1oderate 350 it'^ees temper- 
i* $ 
cml rn : v r 
o* a *u rf 
roasting a t.mxey ‘ ha* 
" 
weighs up to 12 p 
> 
.ta 
s l o w e r temperature 
V > 
I Os \\ ; k : KS 
\ 


vP 
General 
Va Art-.r 


Mrs. Dorothy Horsley— 
Active With Capital A ’ 


• *e ga‘Trent w :‘h 'ne 


----------------------------- 
Q —How (an I save the paini 
Q 
How can I 
make 
sure ^ ai invariably collect* in the 
ss that 
nu 
hand - knitted 
gar- indented rim of a paint can. 
nit ms will >ta\ in shape 
when flows down the out'ide of the 


t 
- laundering'’ 
d 
v . 
V 
Was.- t esc garments in 


> • 
' » 
g‘cc« 
or 
a r-”. r e cee ci s? e Ma■v"* * 
-a: 
”ider- 12 pounds 


(an. and I* ua'ted.’ 
A 
Punch a couple of n a i l 
..vies in the not: rn. of tm* .n- 
' « ' 
. 
rn...a * .as men ca' m v pr per 
.. 
Y 
f 
■ 
dented mm. ana 
ne pa.rn a.., 
* e a-a '-ape 
I ' m rn rn .gn- run 
. me 
rn. again 


When drv 
h Id 
- steam 
. 
„ 
. 
. 
, 
u —How can I (.loan an eld- 
v 1 ’ r*. * 
a no V P *r't* Cf 4 r it4 n I 
erdown garment'’ 
o w e - * wL. back and 
\ 
Rub 
' th rough/- w 
* *• 
• ".O'- *hf • 
-p > T*'a o un* rom mea' 
allow mg !• ’,'1 s’and 
- - < per'et,'afod it 
ir a few na-.* 
tnon 
I* 
rn .. In 
— 
rose: act .any out 
' g .y. 


B\ ( LARA HALL 
Imagine a great - grand- 
mother of 74 actively en- 
gaged 
n a thriving busi­ 
ne*.* 
And a* 
active 
as 
me 
word 
could 
possibly 
mean 
arriving a’ the of­ 
fice daily. managing a hun­ 
dred and one detail* and 
even o 
a*; -ally unpack­ 
ing the larze barrels of sup­ 
plies. 
Mrs 
Dorothy 
Harrison 
Horsiev 
of 702 Prince! >n 
Ave . wner of tine Charles 
W Harrison Color Co Inc . 
fit* the bill. 
Dorm bv. a* *ne i« famil­ 
iarly k - o w n in, the com­ 
munity 
a quired the busi­ 
ne** from her uncle. Char­ 
lo* W 
Hamison. her fath­ 
om « elder bro’her. nv h o 
brough • co’. - to thi* coun- 
tr-. from E-gland 
Abo it 150 years ago. her 
grandfather. William Har­ 
rison. 
rganized the color 
mr a-'. 
- Hanley 
Staf­ 
fordshire. and the business 
ha* *'3Nod rn ‘he family 


ALONG WITH 
lor Ln- 
iln C: arlie br-night th e 
ars? de-, a *heet* to t h i s 
country and made quite a 
name for himself When tie 
died here in 194" hi* obit - 
ary wa* carried by The 
A*- elated 
F r e * < 
from 
coast to coast 
I* w •« ‘hen ’-a’ Af r < 
HorsjfN *i*vok over ‘he bus- 
me** 
‘'n’ r.umg the * a e 
■ ' color which is manufac- 
• .red by the family in Erg- 
'and 
She ves at tne bu* - 
ne** 
headquarter* at 621 
Br adway 
a-e filled with 
the 5-lb sack*, the common 
medium of «a!e 
D rot.hv wa* be*rn in Lon- 
d-in rn 1889 and became in­ 
ures ted 
a r while she 
a a* rn soh' 
at M i l t o n, 
V int 
(. 
• 
G r a n e- 
Er.g 
S h e 
-arr.ed Wt’.Iiam Horsley - 
W --meg Ca-.ada rn 190T 
He died rn 194^ She t-en 
ame here rn 1942 


Bu* 
life :* no* 
a 
p u s :- 
*»e** 
Af:* Hi"*.es who 
ian\ 
- vc irk - a 
: - a**1* 
T J-’dN l.ff 


TNnT R IM E N T V ! 
- 


- 
—- Qu -• a C m 
- 
rad ;-c icm ?d ** chaber 


\ K i i - n W o m a n \ ml V K i i - n 


pres 
of ti. 
and 


n tnt. 
a-.d 
pre* 
ama 


O’ “ 
Pal- 


a-d 


.ac-' co.-'.tmued in that 
e ‘or a second term 
na* since, served on 
lolly even committee 
in a. 
‘ne 
ttucs 
A’ 
en1 
'he .* parliament- 


W -' • 
■* a'*.-' a 
"er member of the c'o- 
.ata C rn.tv 
Affiliate 
ie ’ -fe- 
' e - e n r a I 
A- - • rn - a - d at 
em *er.e« or the Im a1 


lr. Mde 
g Ce-- 


sr r- 


f ive- 


* 'f 4 
hr.c 


I* TMF RF 
>r- a 
■ ' r-fj. 


- '? 


ei>e 
I lun e ccrl.un!\ is - 
the (olU'dtng (>: antiques 


I'M i'i i ('ai .(' there is a 
catch wit't this 
Ordmarv 
antu|ucs just simplv don t 
intel ('st h,>i 
1’hcN nills! tv 
Vanilla! 
\;ui what she 
“ os s t \ 
. mc!.ding ttie 
I iii 
At rs-.c 
i tuna i r a 
se:\ice 


I a*! 
bm cm t aml\ ti o t 
least, is hei 'anniv 
A son 
l a c k Horn! cv 
the {'"OM-; aiL’c: 
,>|v. a.cn 
' "(' I Ic: ,('\ 
St odic 
a o J 
De- d ace!'c 
Al-. 
MLda 


Alc K w en 
w 
c ,o P a \ ■ d 


A lcKw en. 
is 
assistant 
U 
hrai an o' v ,n 
cie t‘nt<’.,- 
Library 


St 
:v mg in i anada is 
a- ‘ho- son. iVugtas Urns 
mn rn Ot'taric 
.is-.k*ciated 
t'.inadian 
W esting 
and another daugh 
' Air* 
Mar lone 
Kmby 


Wmmepeg 
t a 
ip a e 
x g-and n.ldrcn and two 
g r a? - grandchildren 
Mn* 
Hors’ev ha* earned 
rignt 'n be called a 
r '■• 
in ie - minded and 
riedmated woman 
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Floodwall Takes Care Even When It’s Not Being Used 


HY HARRY STEWART 
A floodwall could easily be compared with accident in­ 
surance—it s only good when you need it, although you 
pay for it year after year 


So it is with the huge, concrete and steel structure that 
protects Wellsville. The main gate, located at the junction 
of Wells Ave. and Lisbon St. along the banks of Little 
Yellow Creek, has been put in place only six times since 
the dike was built. But it still costs money yearly to m ain­ 
tain the necessary equipment involved. 


Plans for the floodwall were launched after the disastrous 
flood of 1936 that inundated the entire Ohio River valley. 
The project was started by the Army Corps of Engineers 
In Ja n u ary 1938 and the final section was turned over to the 
city in August of 1942. 


T H E MAIN WALL, at the upper end of town, was erected 
In 1938 at a cost of $500,000. The secondary wall, at the lower 
end of town, was started in 1941 and completed at a cost of 
$160,000. 
This section, 
plus $100,000 worth of equipment 
needed to operate the dike, was turned over to the citv in 
1942. 
The equipment includes the gates, pumps, flap gates on 
storm and sewer drains, sluice gates, etc. 
Ju st a few months after the papers were signed bv Wells­ 
ville officials, the floodwall received its first test. There was 
som e anxiety among the residents about whether it would 
work and if the gates could withstand the pressure of the 
surging Ohio River. 
But. the first test proved successful, and. according to 
the records, was the worst test the wall has had to ungergo. 


T H E WATER crested at 47.5-feet at Wellsville on Dec 31, 


"Flying's For Birds/ Unique Flub Claims 


Unlike The Berlin Hate, 'Ullin One Is Welcome In Time Of Flood 
Lodge History 


★ 
★ 
★ 
★ 
★ 
★ 
Chester Masons Organized In ‘09 
Aerial Survey 


the purchase of the John Shrad­ 
er home, forming a company 
This tx anothe r in a series 
Of s t o n e s on disfrirf rlnhs. 
nrqnvizations 
find 
lodges 
iclnch ti'ill a p p ea r on these 
pa g es from time to time. 


The large, red brick Masonic 


and 
selling 
$18,000 
worth 
of 
stock in the propers which it 
now occupies. 


More than 500 attended the 


Lodge overlooking the Ohio Riv- dedication of the home, with a 
er from 
1st St., ('bester, has large delegation coming up riv­ 
i n g been a part of the city’s er from Wheeling 
]jfP 
A banquet hall and l o d g e 
The 
lodge, 
which 
currently room were subsequently added 
numbers 265 members, received at the rear of the building and 
Its charter in 1909. with Isaac the 
mortgage was 
burned 
in 


Rrown. a carpenter, as m aster 1945. 
The first meetings were held 
In 1938. 
the 142 H u b was er­ 


in a room over a store along gamzed to promote social activ- 
Ferry Rd . and two years later ities and to further assist the 
the lodge moved to the upper lodge, also participating in car- 
.p 
A scribed 
floor of the Chester Hotel at Vir- ions community projects 
^ 
nr nf m]vpH 
ginia Ave 
and 1st St 
Rat May of East Liverpool is 
In 1919. the lodge undertook the current lodge master 


Would \i<l Vjiriuulliiral Ser\ire 


The first aerial survey of Co- 
the Agricultural Adjustment 
lumbiana County since the early Aet — Shaw became a ('enter 
1950's to aid the Agricultural Township alternate committee- 
Stabilization 
and 
Conservation man. serving until 1941 
During 
Service is planned for 1964. Cliff- his term, he measured s c a l e 
ord Shaw, new office m anager lines for aerial photos taken of 
of the A SC' office at Lisbon, re- ('enter Township land parcels 


ports. 
In 1941 Shaw w as appointed 
The new photographs will re- an alternate m ember of t h e 
veal changes of contours, ter- county ASC committee and was 
races, ponds and other changes elected chairman in 1943 when 
made in the county’s topograph- (;|en Rates of near Salem be 
.... . 
. 
. 
. 
. 
. 
, ic features in the past decade 
cam e a field man 
Shaw was 
a 
is l f 
oreign s 
o f 
shaw. successor to Earl hora chairman until 1952. then with- 
population of the three a r e a 
§a |em wh0 retired, said pre- drpW for three years, returning 


counties. 
measuring also will be flushed jn 1955 as chairman again until 
According to the 196(1 census. ,^js vrar 
Columbiana Countv had 12.479 


■/ 
knotr 
it's 
leap 
gear, 
darling, 
hat 
you 
ran 
sane 
on 
t a x e s if gon 
split 
C ruc ib le Ste el stock.’ 


Question 


C 
o 
r n 
e 
r 


BLINTZES 
a baking dish and cover 


popular dish, submitted one finely chopped onion 


with 


bv M rs.'Sandra Lynn of 1222 St 
Heal ">r 
".in 
in 


, : W 
Si . IS usually consider. 
I ? ™ 
. * ” 
cd Jewish, and stems from a 
Russian background 


The original word was "hlin- 


sour cream Onion ma> be omit­ 


ted. 
★ 
★ 
★ 
Need something for these cold 


as 
foreign 
born or of mixed parentage 
foreign born or native 
T h i s 
would include all first and sec­ 
ond generation Americans. The 
county's total population w a s 
107,004 


A breakdown of 
the foreign 
stock 
shows 3.279 from 
t h e 
United Kingdom. 2.474 Italians. 
1,688 Germ ans, 407 Roles, 360 
Irish, 
293 
from 
The 
Nether­ 
lands 
671 Czechs, 499 Austri­ 
ans. 256 Hungarians. 347 Yugo­ 
slavs. 
201 
Russians. 605 Rou- 


last month. 


Carl Paiger of near Lisbon re­ 
l ic E XPLA IN ED the use of placed Shaw on the county com- 
acrial photos permits the farm- niittee Daiger’s job as perform­ 
er and ASC worker to figure ex- a nce 
supervisor, 
c h e c k i n g 
actlv how much acreage is in wheat acreages, is to he filled 
a given field and to know how later. 


There are four women in the 
ASC office, including Mrs Irene 
Reich. Mrs 
Harry B o w m a n 
and Mrs Ellen Rittenger. all of 
Lisbon, and Mrs. Thelma Clark 
of Salem, who has served 17 
veals. 


much to plant 
within govern­ 
ment regulations on restricted 
crops 
The system can he used for 
accurately figuring wheat plant­ 
ings and acreage diverted from 
crops to grassland for which a 
farmer is [laid 
Columbiana County in p a s t 
years has not promoted pre 
atam ans. 445 Canadians and 94 measured farmland, but in to­ 


bacco country, such as in Ken­ 
tucky. the system has b e e n 


Asians. 


Hancock County, with a 
total 


trade 


p a n c a k e s 


I cup flour 
I tsp salt 
I tbsp sugar 
4 eggs, well beaten 
1 cup milk 


FILLING 


j u lbs dry cottage cheese 


2 beaten egg yolks 


>4 tsp 
salt 
I tbsp 
butter 


Beat ingredients together un­ 
til smooth 
R out enough hatter 
on heated, well greased griddle 
or skillet to make pancakes thin 
and as large as you want 


which is made with very little 215 Roles. 663 from the United ^ave planted a half row of to- 
preparation 
Kingdom. 
307 
Germ ans. 
754 


h o t d o g s s u p r e m e 
4 lh 
hot dogs 


3 cans tomato paste 
1 can tomato soup 


2 large onions, chopped fine 
Form alternate layers of hot 
dogs, onions and tomato paste |0 ja | 206.948 residents 


possible planted within the gov- 
sians. 643 (.reeks and 1.2 Asi- ernment-allowed limits 


an s- 
Shaw said few farm ers in Co- 
Beaver County had a 57.905 lumbiana 
County 
overplanted 
foreign stock population of its allotments last year. 


• adding one can of water to one 
can of pastel in a large roast 
pan to allow for expansion Pour 
the tomato soup and the rest of 
the paste over the top. 
Bake in a slow oven, about 
300 degrees, for three hours 
628 Roumanians. 1.353 Greeks, program 
iii-* vnnr m ,n - fried 693 Canadians and 765 Asians 
Around April I the wheat ac- rv sauce to muffins, pancakes 
____ 
. 
reage will be checked for those and baking-powder coffee cake 
n verv well done. \ou 
* 
. 
. 
„ , . 
, 
. 
. 
,, 
aside "pancakes lint,I the filling mav wanl 
i,akP , he eut'-up 
An a g * nog is an excellent Showers 
asking 
for 
measure- But he sure to stir in the uny 
Set 


By TOM BA KER 


“ Man will never fly!” 
At least 
according to Dr 
E H North, director of health 
and welfare at the Midland 
Works of the Crucible Steel 
Co., they won't 
Dedicated to defending the 
law of gravity against attacks 
by such “ radicals" as Wilbur 
and Orville Wright. Dr North 
and Ja ck Aulis, an Elizabeth 
City 
( N C I 
newspaperman, 
got together in 1959 at Nags 
Head. N C., and founded The 
Man Will Never Fly Memor­ 
ial Society to pay tribute to 
those scoffers who refused to 
believe the Wright 
Brothers 
ever got off of the ground. 


ACCORDING TO Dr North 
and Aulis, otherwise known as 
thinker number two and think­ 
er number one. respectively, 
“ Speaking logically, man will 
never fly. Deep in your heart 
you must know, as we do. 
the notion that man is capable 


01 soaring off into sp^ce is 
an 
illogical 
one; 
romantic. 
brave, imaginative, and stim ­ 
ulating perhaps, but obviously 
ridiculous” 
Attending the m e m o r i a l 
services for the Kill D e v i l 
Hills 
Memorial 
Society 
to 
mark the anniversary of the 
first powered flight by man, 
tlie.se two thoughtful men real 
iz.ed that while the achieve­ 
ments of the Wright Brothers 
were being acclaim ed e a c h 
Dec 17. and all year through, 
nobody was doing anything to 
honor the people who had said 
“ it couldn't he done ’. 
Thus, in 1959, on the eve of 
the 56th anniversary of pow­ 
ered flight, the Man Will Nev­ 
er Fly Memorial Society was 
born, with membership being 
open to “ thinking people ev­ 
erywhere''. 


ADOPTING as one of I t s 
many slogans. “ Flight is for 
the birds", the .society held 
its first meeting the following 
year with some 80 "thinking 


i ri-Stii Ic 
Tidbits 


Leetonia was named a f t e r 
William Lee of Randolph. N Y , 
who was among the founders 
of the Leetonia Coal A Iron Co 


c ts” meaning pancake, and was evenjngS 
serve a crowd ’ Mrs 
contracted in Yiddish to Blintz 
Margaret Greene of St 
Clair population of 39.615, had a for- llSpd extensively. 
It is inevitably on m enus of res- Avp 
su g ge sts this dish. which oign stock population of 8.908 
j, |5 c |a imed to he a ccu rate 
. n *. 
.n m . .. 


taurants catering to the Jewish h as a Canadian background and 
11 included 2.169 Italians, ” enough 
that 
some 
RrowPrs p a tt e d in 1866 and incorporated 
. 
. 
, 
____ 
II..I- 
P o n e 
AKI f r o m ihn 
nitnd , 
, 
. 
, _ u _ . f 
n( tr. 
M a u r a in IWW rind i r n o r p o i d i e u 
have planted a half row of to- jp ] m (f wgs pnp of {hp fastpst 


, 
, 
, „ A 
i1Q u lln„ bacco in an attempt to get as g rowmg towns in Ohio in the 
zechs. 308 Austrians. 41? Hut g- much of the high-value crop as f)0S, _ Cjvjl War pra 
_ „ had 
garians. 698 \u g o slav s, ,11 Kus- D()SS,hie planted within the gov- nn„ farm hone*, in 
and in 
one farmhouse in 1865. and in 
1870 had a population of 1.800. 


Among the four newspapers 
published at Salem in 1846 was 
the ' American Water Cure Ad­ 
vocate” edited by Dr John P. 
Cope who was operator of a 
water cure establishment in the 


Included were 15.06, Italians. 
SHAW. WHO operates a 120- 
5 894 Roles. 4.232 from the Unit- acre general farm and machin- 
ed Kingdom. USO Irish, 4.302 e ry a g e n cy along Route 30 west 
of , m rpsjdpn|s 
Germ ans, 
5.20/ 
Czechs. 
4.029 of Lisbon, said he and his staff 
Austrians. I 807 Hungarians. 7.- will be busy next month signing 
845 Yugoslavs. 2.069 Russians, up farm ers under the feed grain 
You can add small squares of 
jellied ready-prepared cranber- 


is made 
bird 
as long as an hour and pick-up and if you have an elec- ment 
irmrodirnts for f i l l i n g is minutes in a moderate oven 
trie blender you can make the 
, - 
, 
, 
. 
.. 
. 
. .. , 
^ 
- ■ 
-• 
half cup of butter or beverage easily 
For an orange post. Shaw has plenty of exper- cake hatter to which you 


jellied cubes gently so as not 
Mthough new in his manager to squash them And if it’s pan- 
are 


of this mixture in 
pancake 
sides. Place filled pancake* 


and 
nlace a rounded teaspoon I se a halt cup 
v 
r e n t e r of each margarine, melted, for hasting nog, blend an egg with a half lenco 
Fold over from both and 
season to suit your (am- cup of orange juice and a dash 
After 
the 
introduction 
o, sure to grease the griddle a! 


ln.ily’s 
taste. 
of salt. 


people" In attendance, a n d 
has been growing each year 
ever since, with more than 200 
m em bers in this country, and 
.several others in v a r i o u s 
countries. 


Dr 
North proudly pointed 
out that in a little bar in Hong 
Kong there is a sign hanging 
over the bar. “ Rirds fly: Men 
Drink’’ . 
At this first meeting t h e 
m om 
was decorated 
w i t h 
t w i s t e d ailerons, crumpled 
rudders and elevators a n d 
other evidence of unsuccess­ 
ful attempts to fly. This is 
one of the many 
traditions 
which has 
followed 
through 
each year at the get-togethers 
at the Nags Head Hotel in 
Kitty Hawk, when the m em ­ 
bers gather to assure e a c h 
other that the boys “ will nev­ 
er get oft of the ground the 
next morning” 


T H E SO CIETY. which con­ 
sists 
primarily 
of 
newsmen 
and women, pilots, representa­ 
tives of the aviation industry 
and “ other thinking men and 
women everywhere” h a v e 
even adopted a f i g h t song. 
“ National Anthem of the Man 
Will Never Fly Memorial So­ 
ciety ” or "The S ag a of the 
Brothers Wright” 
Sung to the tune of the Man 
of the Flying 
Trapeze, 
the 
tune has many verses, with 
a chorus 


Oh. till up your glasses and 


let s have a round 


For Wilbur and O r v i l l e 


those man of renown 


Who taught us to fly with­ 
out leaving the ground 


And that's what we're doing 


tonight. 


One 
of 
the 
first 
slogans 
adopted by the society w a s 
"B ir d s Fly 
Men Think " A 
typographical error at o n e 
time made the slogan appear 
as ‘ Birds Fly; Men Drink " 
The society delightfully adopt­ 
ed the new slogan, using the 
unassailable logic, that after 
all. man was given elbows to 
bend, not wings to flap 


At the first m e e t i n g in 


1959. m em bers heard an “ on- 


the-scene 
recording 
proving 


exactly what did happen on 


Dec 
17. 1903" and a speech 


by “ an unknown national ce­ 
lebrity” p r o v i n g that the 
world is flat. 


AT ANOTHER meeting, the 
Wright 
Brothers (two young 
businessmen 
from 
Elizabeth 
City, N 
C.. who really are 
named Wright I emphatically 
denied 
having 
invented 
or 
flown an airplane 
Rrior to 
one meeting, the society ask- 
e i all airlines to order a to­ 
tal standdown of their planes 
on Dec 16 


Chief speaker al the socie­ 
ty’s 1963 gathering was Col 
John Glenn, the free world s 
first man to orbit the earth 
He w as inducted at the ses­ 
sion as a member of the so­ 
ciety. 


William 
Patterson, 
at 
the 
time m ayor of Dayton, visit­ 
ed the society a few y ears 
ago and vowed to do his best 
to have Hie name of Wrighf- 
Ratterson 
Air 
Force 
Rase 
changed to Wrong Patterson. 


Meanwhile. Dr. North a n d 
his hand of skeptics continue 
to honor "the foresightedness 
of 
those 
thoughtful 
people 
who, prior to Dec. 17, 1903, 
said it to Wilbur and said it 
to Orville 


‘ It 
will 
never leave t h t 
ground.’ ” 


(LM Fart* 


A giraffe and a mouse, des­ 
pite the immense difference in 
size, have exactly the s a m e 
number of bones in their necks 
- seven. 


Uuz.co. Peru. generally is con­ 
ceded to be the oldest city in 
South America 
It was founded 
in the lith century. 


Liberia, established in 1822 bv 
a small colony of freed U.S. 
slaves, was 
Africa's 
first 
re­ 
public 


‘ Franklin Roosevelt s farm plan baking time. 
DK. NORTH—Up In Air Aboul The Whole Thing. 


★ 
★ 
★ 
★ 
★ ★ 
Paying For 


1942, which meant there w as at least six feet of water 
against the main gate. 
Residents, city officials and the Army Corps of Engineers 
were jubilant over the success of the wall. 
Actually 
there are three gates in 
the floodwall 
Two 
provide 
access for 
the 
Pennsylvania 
Railroad into the 
city. One is the branch into the Stevenson Co. at the upper 
end of town and the other is on the “ Belt Line" which 
serves the potteries and follows along Lisbon St., crossing 
at 3rd St. 
Preparations for erection of the main gate begin when the 
river reaches 36 or 37 feet. The work of placing the gate 
into position starts at 39 feet. This primarily depends on the 
rate of rise of the river. 
The gate consists of steel braces, wood planking, tar­ 
paulins and burlap bags, and is stored in a building near 
the opening, just off Lisbon St. 
Steel plates are set in the street between the two ends 
of the floodwall. A wrecker is used to set the beams into 
holes in the street. A minimum of 12-men is required to 
do the work. 


IT T A K E S KOUR TO six hours to erect the main gate, 
but less time for the others. The main gate is slanted, 
backed up with structural steel, covered with heavy plank­ 
ing and then sm aller sheeting. 


★ 
★ 
★ 
★ 
★ ★ 
Protection ’ 


The tarpaulins are placed over this, with the bot*om and 
sides held down with the sandbags. About 15 to 20 tons of 


sand are used. 
It is impossible to completely seal the gate, as water 


seeps through. This seepage is allowed to run into nearby 
sewers or is pumped out. 
The equipment is inspected and painted periodically. Each 
piece is stored in the sequence in which it is used. 
The Wellsville fire department is in charge of the in­ 
stallation of the gates. 
The railroad gates consist 
of long timbers which are 
dropped into vertical slots built into the sides of the open­ 
ings. These are hoisted above the wall and dropped down 
into place, covered with tarpaulins and sealed at the bottom 
with clay and sand bags. 


T H E PUM PS on the sewers are started before the gates 
are put in place as the pressure of the river forces water 
through the openings. Sluice gates are dropped to halt this 
backflow and then the sewage is pumped out over the wall. 


At least 41 feet of water is needed to start the water 
against the main gate. 
Other high waters in which the gates were erected were 
In March 1945, 42-6 feet; April 1948 . 39 feet; January 1952. 


40 3 feet; October 1954. 42 5 feet, and Ja n u ary 1959, 40.0 
feet. 


The river rose to 37 2 feet in December 1950. hut the main 
gate was not put up. One of the sm aller ones was. 
Besides the work of erecting the gates, the firemen also 
m ake plans for fire protection of the residential district 
around Highland Ave. 
Once the gate is put up, there is no access to the upper 
end of town. 


TH E D EPARTM ENT takes one of its trucks and places 
it on Highland A v e , along with three men. These men 
stay with the truck until the gates are taken down. 
(in many of the occasions 
when 
this 
was 
necessary, 
the firemen slept on the floor at the home of one of the 
residents. 
A boat is put on the outside of the floodwall as addi­ 
tional protection. If more men are needed to fight any 
possible fire, others use the boat to transport themselves 
to the hillside below Highland Ave 
Wellsville was flooded many times before the 1936 flood, 
which roached 51.5 feet there. 
The water reached 44 feet in February 
1884; 38 
feet 
in March 1907 and 36 feet in March 
1913. 
High waters after 
1936 were 44 
feet 
in Jan u ary 
1937 
and 43 feet in April 
1937 
The pumps in the floodwall now are used as part of 
the regular sewage disposal system. 
Wellsville^ “ prem ium " for protection against high water 
is a levy which raises between $5,000 and $6,000 annually 
for the upkeep of the dike. But the residents are more 
than willing to pay for the protection when they consider 
the half million dollars dam age caused by the 1936 flood. 
\\\\\\\mm\\\\\\\\\\\\\\\\\\\\\\\\\\\\\\\mm\\m^ 
It’s Not All Wright! 
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Potters Fail To Keep Pace,■ Lose To Big Red, 77-64 
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Simmons Tallies 28 Points, Oak Glen Rips Tigers, 78-69 


McComas Shines, Nets 271 B"cl"~r-lw srilrk Pike's Five 


Points; Baker Sparks 
Winners With 26 


By BOB DUFFY 


Review Sports Writer 


T u rn in g in th e ir best first h a lf of the season, the 
Fast Live rp o o l P o tte rs kept pace w ith tall and talented 
S te u b e n v ille B ig Red s m uch of the w a y , but faltered 
in the 12 last m in u tes to w in d up on the short end of 
a 77-64 decision F r id a y nig ht on the B ig Red court 
l>ast n ig h t’s loss, the sixth in nine starts for th-' 
To tters and th e ir th ird in B ig 8 C onferen ce play. w as 


Lisbon Remains Unbeaten In 8th 
Straight; Checks 
, 63-58 


Protecting their status as one 
of Ohio’s few unbeaten teams. 
Lisbon High's Blue Devils bag­ 
ged a 63-58 conquest of Colum­ 
biana Friday night at Columbi­ 
ana before a sellout crowd. 


The triumph was the eighth 


the Blue Devils are all alone in points and Dave Rose hit 17 to 


first place. 
I lead the attack. 


Columbiana was no pushover. 
Rich Perrin's 22 led Columbi- 


however. and was in contention ana. 


the entire game in a strong up- 
Lisbon will be in action to- 


set bid. 
I night at home against co-league 


not the fault of F ra n k M cC om as, the 6-foot senior, w h o straight for Coach Gary Pike’s! 
Tl™ Bucher, one of Lisbon’s 
w as the hardest w o rk e r on the floor and w ound up Tri ‘ County powerhouse. where|smaller players, pumped in 18 
with 27 points. 


McComas turned in the hest* 
effort of his three-vear varsity 
career, scoring on hard-driving 
layups and on long one - hand­ 
ed jump shots from all over the 


court. 


The three - year regular in 
achieving his highest total in 
high school won a scoring duel 
with Steubenville's top point-get- 
ter Rob Raker, who closed the 
evening with 26 markers. 


leader Poland 


In the preliminary. 


lumbiana reserves picked up a 
51-30 victory. 


L IS B O N — 6.1 


McPherson 
2-4-8. 
Wehher 
2-1-5. 
Rocher 7-4-18; 
Rose 8-5-17. Yons .3- 
’ ' 
Perochetti 
.8-2-8. 
Totals 2.8- 
17-63. 
c o l . ( . ’M B I A N A — 38 
W ard 
0-0-0; 
Spiker 
6-5-17; 
Bur- 
hick .8-2-8; Hutton 0-0-0. Gosnev 3- 
I-!); 
Perrin 8-6-22. 
Wise 
1-0-2 
To­ 
tals 21-16-58 
L ISB O N 
14 30 44 Al 
C O LU M B IA N A 
12 26 38 58 


MCCOMAS fired al the hoop 
33 times and made 12 baskets. 
He scored 14 points in the first 
half. His prevous high this sea­ 
son came at Massillon when he 
totaled 23 points. 


His performance at Steuben­ 
ville is the kind that has al­ 
ways been expected of the high- 
jumping senior. 
With McComas scoring 14 and 
Rob Forzano adding IO points 
in the first half, the Potters 
held a 19-17 first quarter edge 
and wprr tint SM * al halftime «!oubl' 
*;''h l2,1 " ™ 15 


FR A N K MCCOMAS 


In Top Effort At Rig Red. 


ing threat. For/.ano gained the 


with Rig Red 


S T E U B E N V IL L E , a h e a v y 
favorite before the c o n t e s t 
against a crippled Potter five. 
opened up its attack in the sec­ 
ond half and held a 58-51 edge 
when the third quarter ended 
Rig Red stretched its lead in 
the final eight minutes when the 
Pollers lost their height a n d 
hoard help as Randy S t o v e r 
fouled out with 5 20 remaining 
in the contest. 


Favoring 
an 
ankle which 
he 
.sprained last week at Youngs­ 
town. 
For/ano went scoreless 
from the field in the second 
half after netting IO markers 
in the first two periods 
Rill 
Hall 
collected 
e i g h t 
points. Rob Maltarich added six 
and Stover had four 


Bears Fall 
To Minerva 
Five, 71-52 


LEETO N IA — Leetonia fail­ 
ed to keep pace in the second 
half and was dealt a 71-52 set­ 
back bv Minerva here Friday 
night. 
The loss came despite a 25- 
pomt effort from center George 
Zepermck who is tossing points 
in for 
Leetonia 
at 
a 
27-per-! 
game clip. 
Leetonia trailed at halftime. 
29-26. hut Minerva got a big 
lump on the Rears by grabbing 
a 54-40 lead at the end of three 
periods 
Don Raxter paced the Miner­ 
va five with 18 points. 
The contest was a Tri-County 
battle where Minerva is t i e d 
for second place 


M I N E R \ A— 71 


R a s te r 
7-4-18 
Syvin eharl 
1-1-5. j 


M u e lle r 4-0-8. 
S im m s 4-4-12 
Clan-; 


tree 
4-5-la. 
I.an th er 0-4-4. 
S ta rk e y 


2-4-8. 
E llio tt 0-:i-.3 
Total!! 2.8-25-71. 
I. K E T O N IA — 52 
H a rro ld 2-0-4. 
Ran ee 3-3-9. 
H auer 


I .8 5. Zeperm ck 7-11-25 
L a r v a 0-1-1; 


C onrad 
0-2-2. 
Cnseno 
0-2-2, 
Van- 


Loosen 1-0*2, H ollo w ay 
1-0-2 
Totals 


15-22-52 
M I N E R \ 5 
I L U O M A 


South Side 
Drops 53-47 
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STOVER and For/ano doubt­ 
ful starters before the game 
due to ankle injuries, were in 
Rip starting lineup 
The Potters led in the early 


S T E U B E N V IL L E * all-around « ° ,n« and ,he srore was f,(>d 
height In the 6-3 Baker and 6-5 fhrpp tlme* ,n ,hp f,rsf 
Si an Brown and strong bench 
,pr- For/ano’s jump shot 


B O W L I N G f f 
£ copied 
J 


S p o r t s m e n 


quae- |.r,encj|V pion*t 
g a v e Sch e ll Heating 


to 
be the de- ,hp Potters a 19-17 lead at 
.strength proved 
__ ___ 
riding factors. 
Pnd of rhp first Ppriod 
The victory was the sixth in 
Thp "prnnd. qi,ar,pr 
a 
seven games for Rig Red and d'nR'd°ng affair 
The score was 


now makes the Steubenville five knoflpd P|Kht 
,imp<! 
a* 
' h p 
bas- 
2-0 in Big 8 competition Cleve­ 
land East Tech is the o n l y 
tpam to hold a decision over 
Steubenville this season. 


R \ K E R 'S r u n n i n g male. 
Brown, ran into foul trouble and 
sat nut part of the game 
He 
wound up with ll points 
Raker look 27 cracks at the 
hoop and drilled in 12 goals He 
added a pair of fouls to his to­ 
tal. 
Steubenville 
received 
a 
21- 
point performance from veter­ 
an Rob MeCoskev, a 6 2 sen­ 
ior who got the Rig Red going 
in the second half when he scor 
rd 
It points 
Harrv Reynolds 
hroke into the double figures 
with ll 


knotted eight 
times 
as 
teams continued to trade 
kets. 


H ead 
P in 
l.an c* 
the stefl A tlantic 
Amvit* 
R ic e Sohm 


a 
M id w ay 
Oil 
B rig h t 
R eal E s ta te 


^Vinland P late O la ** 
P a tte rso n 
Otv 


Bears Avenge Early Loss; 
Franczek Adds Punch 
To Offensive 


By CHUCK CRONIN 
Review Sp o rts Writer 


Oak Glen, a wee bit rou^h around the edges hut 
strictly razor-sharp inside, furned back Wellsville 
High. 78-69, Friday night to gain revenge foi an earlier 
loss this season. 
Lean Sam Simmons, 6-312 pivot, delivered 28 
points and gathered in a bundle of rebounds to spark 
the Golden Bears to their third straight victory before 
a crowd of 900 at Beacom Memorial gym. 
Simmons, 
hitting 
his stride*** 


underneath, teamed with husky nJ Chester. Newell and N e w 


Tom Franczek for an effective ^ LimheI ,and 


one-two scoring wallop t h a t 
S T A R K E Y admitted he wasn't 


brought Oak Glen from behind entirely pleased with Oak Glen s 
in the *hird quarter and in the performance. but he was out- 
. direction of a decisive victory hardly happy at the margin of 


— : — 
victory. Oak Glen actually won 
FR A N C ZEK came off 
I h e bigger than the final score in­ 
to nch 
and 
poured 
in 
r 
a 
dicates, as Wellsville was far 
j League Tilt 


I 
South Side couldn't quite keep straight shots from long range behind when Starkey pulled his 
up at Chartiers - Houston and during Oak Glens torrid third regulars for action bv a strong 


dropped a 53-47 tilt F r i d a y Period which left Wellsville he- iine of substitutes 


night, the first loss in two Sec­ 


tion 15 starts for the Rams. 


hind 


In 


for good, 


the early 
Wellsville also 
going of what game minus its 
finished t h e 
starters, and 
started as a close game, Sim- 
The defeat leaves South Side mons scored well from the piv- 


with an overall record of 5-6 ot and got a lot of help in re- 


Chartiers led 15-13 at the end bounding from Dennis Carnes. 
of the first quarter, continued 6-2L junior 
to stay in front. 26-21. at half- 


the reserves fouled away the 
last five minutes with a press­ 
ing defense. 
Overall. Oak Glen shot 36 per 
cent <30 of 811 and Wellsville 


time and took a 41-35 edge into 
the final eight minutes. 


Havelka led a balanced at­ 
tack for the winners while South 
Side was paced by Bill Pow­ 
ell’s 17 markers. 


Chartiers also captured t h e 
reserve contest. 42-23 


C H A R T IE R S - H O l’S T O N — 5.3 
R f ck 
4-.3-11; 
H en ry 
.8-2-8 
P lu n ­ 
kett 
.8-2-8 
H a v e lk a 7-0-14. 
Cannon 


2-0-4; 
Com o 
1-2-4, 
R ag a/in m 2-0-4. 


T o tal* 22-9-5.8. 
841 U T H SIHI-:— 47 


P o w e ll 6-5-17. 
D aw son 0-5-5 
Ash 


cro ft 2-1-5 
F r a s ie r 5-0-10; 
Rrrnin- 


q»i .8-0-6, Skolnekovtch 2-0-4 
Totals 


18 11-47 
C H A R T I K R S - H O L S T O N 


IS *6 ti 88 
S O U T H 
S IO K 
1.8 21 35 47 


Ramos Decisions 
Boxer 


Slug 


When Carnes collected f o u r hit 24 of 70 for 34 per cent The 
personal fouls in the first half, difference was in the rebound- 
he gave way to Franczek. and ing strength and inside scoring 
the 
latter’s 
13 
points 
helped by Simmons. 
Coach Bob Starkey's G o l d e n 
— • — 
Bears move ahead to stay. 
^H E D E F E A T leaves Wells- 
; Ville with a 3-5 record and the 


W E L L S V IL L E , relying on pi- Tigers 
play 
next 
at 
h o m e 
vot Terry Fletch for its strength against Reaver Local dan 
IT. 
underneath, was simply out- 
the preliminary b a t t l e , a 
manned 
bv 
the 
rich-in-depth close one from start to finish. 
Hancock Countians. who “ im- found Oak Glen s Reserves pull- 
proved 300 per cent” since ah- *nK out a 42-36 victory. Coach 
sorbing a 76-73 defeat to the -John Kuzin’s winners gained a 
same team at Chester. Starkey 38-36 lead with 1:04 left, then 


declared 


Flesch was hard-pressed un­ 
derneath by Oak Glen’s pair of 


converted four foul shots to win 
a thriller 
Wagner hit 14 points for Oak 


tall inside men hut 
presence felt with a 21 - point 
effort for Wellsville. 


made his f’*en- w,ldp P ease ,a,hed 14 for 


C H IE F L Y , his help c a m e 


R \ K E R put Rig Red in front 
38-36. hut McComas hit on a 
long lump shot at the buzzer for 
the 38-38 deadlock at the half­ 
time 
Steubenville scored the first 
five points of the second half 
for a 43-38 margin, hut McCom­ 
as added a field goal and foul 
to bring it down to 43-41 
MeCosky and McComas trad­ 
ed goals, hut then Steubenville 
scored ll straight points to go 
in front 56-43 and put an end 
to the Potters’ victory hopes 
The Potters return to Steu­ 
benville next 
Friday night to 
meet Steubenville Central at the 
(^immunity Arena 


M L I R 4 NA I I I F — 77 
R a k e r 12-2-5 26 
Rev noir!* 4.3611 


rentage* 
showed 
both 
teams R,"«n 4 .3-5-11 
McCo*k> 
9.3 .1-21, 


High 
G am e* 
M rC o v 
2744. 
Pat 
le i son 
229. 
Sp encer 22.1. R 
W olfe 
222 
Ed d y 215. W e lc h 
214 R 
M ill* 
21: 
I) 
H eldm an 
206 T a y lo r 202 
H igh Serie* 
Spencer 587, T *v 


lor 575 
Patterson 572 


( In M tm F r a g i l e 


Owl* 
29 
H offm an * 
87 
Steele 
In su ran ce 
25 
A llens 
Shoe* 
24 
Donna*. 
2.8 
7.36 A m e iic a n 
Legion 
Au* 
W e lls v ille 
Feed 
18 
N atio n a l C hu rch 
G e org e B rig h t 
12 
U nited e le c tro n ic * 


B A L L E T B A S K E T B A LL. 
Boston Celtics’ 
Rill 
Russell 
(right i appears to he doing classic ballet pose as he bats 
ball high over the head of Royals’ Arlen Bock horn during the 
second quarter of the game at Boston Friday night. Celtics 
won. 109-92 (I PI Telephoto! 


Stanton W ins 5th, 


Routs Sm ithfield 


Argentine 


LOS A N G E L E S 1A P 1 
ging Sugar Ramos, the world from Dick Call. 5-11 j u n i o r , 
featherweight champion, boost- who uncorked some clever shots 
ed 
his win 
streak 
to 46 by from 
pounding nut a unanimous IO- counted for 19. 


round decision over Argentina’s 
Coa(.h .jack McDevitt’s Tig- 
Vicente Derado in a lightweight prs hung close for the f i r s t 
bout at the Olympic Auditorium, half. hut fell behind slowly in 


Ramos, a Cuban now living in the third period as Flesch and 
Mexico City, 
opened a cut over Call tired physically 
In 
th e 
Derado's left 
eve in the second fourth period. Oak Glen moved 
round of the 
Friday night con- out to a 20-point lead and was 
test and slowed him down with never in danger of allowing a 
two 
punishing 
rights 
in 
the Wellsville comeback like l a s t 
fourth 
time. 


Derado, 133. tried to carry the 
From the standpoint of corn- 
light to Ram os. 132. in the early mg hack to beat a team after 


Coach Chick Mc Millan's Tigers, 
now 3-5 


no 


H igh 
G am e* 
.I 
W U* 


C it a t u m 182 
Firesto n e 178 


176. 
167. 
Na l*herr> 
175 
Intush IHS. C a rtw rig h t IHS 
ITH 
D 
Roger* IH7, M 
S im m * Ififi 


M cV a.v 
1444 
Boley 
163 
S 
Roger* 


IH I. G rego ry 163 
H eaton 161 
Com 


p .o e tta 161 
G 
M m rn* 160 
F 
H all 


I Ho 
High 
S ri ie* 
H ague 496 
Sal* 
Ireirv 
495 
Creature! 47.3. 
M 
Sim m s 
171 


Coach Harry Diehl s Stanton 


Local five continued along the 


win trail Friday night bv smoth- 


T H F O V ER A LL shooting per 


close in this department 
The 
rotters took 73 shots and made 
26 for 35 per rent. while Steu­ 
benville had 87 attempts and 
made 33 for 37 per cent 
Oui side of McComas the Pot­ 
ters didn t pose much of a scor 


L in d le y i-o n-2 
.1 
Span n-o-l-o. 
M 
A l b e r t * l-O-O-2. M e lo n re 1-0-1 2; 
M ilo «e virh 1-0 0-2 
T otal* 3.3-11-21 77 


E \ * T l . l \ K R P O O L —64 
M cC o m a * 
12-3-5-27. 
M a lta rirh 
.3 


0-3-6. 
Sto ve r 2-01 4 
For/ano 5-2-7* 


l l 
H all 3 I 3-8 
Bow er sock ' M J I 


T ay lo r 0-4-4-4 
I a w re n re 1-0-0-2 T o ­ 
tal* 26-12-25-64 
S T K I B K N V H I F 
17 18 
A 77 
K A S T 
L IV K H IMM U. 
19 IN M 64 
Of tie I a Is 
B la ir 
and 
RI at nick. 


Trrrarp Filibusters 


H illc re *t 
Flo rist* 
N e w e ll C en tral S e rv tre 
New 
C u m b erlan d V ending 


k ilte r 
Queen 


Jordan.* Sohm 
I .ounge 
T h o ro fare 
C ham pion 
Sh irt 
Cn 


Fe a th e r 
Redder* 
Nev* ell 
F ire 
Dept 


W e lls v ille 
Post 
70 


Lnhlaw s 


I 
190. 
H ague 
; 
Me- 
iH3. H all ering Smithfield. 66-51 


The 
victory 
was 
the 
against six losses for I he 
Raiders 
who 
have 
captured 
their las) two outings 
Stanton, which comes up with 
a new high point man everv 
game, was paced last night bv 
Williard Smolinsky who fired in 
23 points 
Larry Spires added 
15 to the attack while j u n i o r 
Ken Russell scored 13 and sen­ 
ior Ken Davidson added 12 


Tom McCain was Smithfield'.* 
big gun with 20 
Stanton grabbed a 17-10 first 
jieriod lead and then glided in favor of Ramos 
front, 41-25, at halftime to put 
the contest pretty much on ice 
^ed 
Stanton made it a clean sweep 
Friday when the Raider jayvees 
scored a 40-26 victory in the 
preliminary match 
S T A N T O N 
LOC VI —A.*! 
D avid son 
3-2I2, 
S ra rh in o 
n i l , 
S p i t e s .3-5 15 
Sm olinsky 
in-1-23; 
Rn* ell 5-3-13 
Rut gelt 1-0-2 
T otal* 
2H-1 4 -66 
S M I I H I I I I l l — VI 
M cC a in 
fi-8-2o 
P elt/ 
I- ’ V 
Core 


4-0-8 
C assel* 0-1-1, 
F lu h a rtv 2-4-3, 
Sm ith 2-0-4, Dalton 3-0-6 
T otal* IS ­ 
IS 51 
ST V N I* IN 
I O* XI 
17 ll VV HS 


rounds and nearly forced the Cu­ 
ban exile out of the ring with a 
series of lefts and rights in the 
third 
Officials scored the nationally 
televised bout. 6-5 7-4 and 6-2 in 


V a rs ity (.a m a 


O VK 
O I I N -78 
Robinson 
I-(»-*»-2 
M an ley Ll 3 8, 
C arn e* 4-2-2-10. 
Sim m o n s 12-4-7-28. 


M c K itric k 3-4-6-10. M ay hew 4-2-4- IO. 
Smu.*7 
o-O-O-O, 
Fra n cz e k 
5-3-H-13: 


C l u t t e r 0-2-.3-2. 
Burake.v 0 -0 -0 -0 ; 
the keyhole a r e a a n d ac- M an yp e n n v 
o-o-o-o. 
T o t a l * 
rn- 
18-31-78 
W K l.L S V ll I I —69 
W elch I -1 -1 -3. C o m p are lto 4-1 2-9. 


M a e Le a n 
2-2-3-H. 
W ilson 
0-2-2-2. 
Fle sch 
7-7-10*21, 
M u rra y 
O-o-2-O; 
Bennett 
1-00-2 
B r a il O-i-2-l. 
C a ll 


7-5-8-19. Thornton 2-2-4-S 
T o ta ls 24- 


21-36-69 
ll X h 
( . I I N 
IV 39 VK 78 
XX K I. I *X II I I 
18 32 Ll 69 
O fficia ls 
E d F ilfie k 
and Stan 


E v a n s 
Youn gstow n 
R e serve G am e 
(I VK G L E N — 42 
R I a k e 
1-0-1-2 
Bennett 
0 2-2-2. 


T h a y e r 
2-5-5-0. 
Fo rsyth e 
2-o-l-t. 
M arsh a ll 
I-2-5-4 
W ag n er 
6-2-3-14; 


B ra n d 2-2-2-H 
C la rk 
ii- 1-2-1 
T o tal* 


14-16-21-42 
XX I I I NV II I I — 16 


Wilson 
l-ft-3-2. 
C o m p aretto 
1-1-6- 


3. 
M orehead 2-5-R-9. 
XXeeklev 
0 -0-0 


ll. 
I .re 1-0-0-2. 
Pe a se 4-6-6-14 
M u r­ 
ra y I-0-0-2; 
R ratt 20-0-4; 
Po licy 
o 


victory w a s Oak G l e n s f i r s t o-o-o 
T o tal* 
121 223 h 
J . 
D V K 
G L E N 
14 21 
’8 I ? 
c a g e 
u p se t 
s in c e 
c o n s o lid a t io n 
v x k i i n y i i . i k 
7 2 1 29 t« 


ising the first time around, the 


.\l tibial Will Receive 


Ib iN e b .ill M e r it W a r d 


N EW YO RK 1 A P i—Stan Mu- 
sial. who established more than 
a score of major league hasr- 
records during 22 seasons 


East Palestine Dealt 
61-45 Lass At Poland 


ball 


POLAND 
Leading all the sault, 
with 
liver 
gelling 


way. Poland High pinned a 61- points, and Allen and Baker 
45 defeat on East Palestine in 
a Tri-County League game here 
Friday night 
East Palestine. 2-6 for t h o 
louisville to- 


Farmer's Late Fielder 
(jives I idled 57-56 W in 


!>lt k ('armer scored a layup 


in the final six -Fronds to pro- 


vide Ended I /oral with a 57 56 


virtorv over Jackson A1 I I I n n 


Friday 
night 
on 
the 
losers' 


court. 


The Golden Eagles were be­ 
hind by one point with six sec­ 


onds left. when Farm er pluck­ 
ed a rebound and barrelled up- 
rourt for a game-winning lav 
up 
Only enough time remained 
for .Jaekson-Milton 
to m o v e 
far enough upcourt for a 
shot that missed 
The victory was the s i x t h 
against three losses for Coach 
•lack 
Mills' Golden 
E a g l e s 
whose games have been rl<i*e 
ones for the most part of this 
season 
Sturgeon hit IR points to lead 
Ended 
Glogg 
had 
a 
similar 


The Golden Eagles are idle 
until next Eridav when they en­ 
tertain Canfield 


I N I T E II— 17 


F a rm e r 
4 08 
M r G / * h a "* n 
T o 


14 
Vntaw 
2 4 8 
sturgeon 
6 6 18 


M etzger 
I I -9 
Totals 23-11 57 


1 Vt K SO N XIII I O N 
VK 


Long 2 4 8. T e rry 6-0 12 
Circe R 


2 18 
D au g h erty 
4 2 10. 
Pavelko .: 


0-6 
S tio u p 1-0-2 
T otal* 21-8 vs 


I NT T K I* 
IR ll IT VT 
I XI KSU \ XI ll I ON 
ll ll I 


High 
G am e* 
R 
C aru so 
217. 


G 
M a rk u ll 
212 
E 
Suz 
210 
D 
Sprouse 210. 
R 
M r G a ff ir 207 
E 
R ive 205 
P 
P ie /la 204 
R 
M ort 
203; 
P 
R ay b u rn 
202 
R Bro w n 
201 
T 
rta-h 
200 
E Snow 
2<8i 
H igh S ri ie* 
R 
Fa b h ro 573 


Industrial League 


p i- 


P atterso n D iv. 
5 
T K 
Roofing 
4 


C o ra Cola 
4 


A m erican Vbtrifiert 
I 
O hio Pnw e* 
I 


Ferrn 
I 


Oh>n Valley 
G a l 


Ohm Hell 
n 


Crestview (rains 56-51 
M am in Over S. Local 


four others were in double fig­ 


ures. 


he preliminary, the Crcst- 


Reserves gained a 29-28 


o r a l 


H'gh Gar 
J I I 
R. ,„r t 


1*0*1 
2 1 


EC' 


IVo lta*kethall 


Friday’s Results 
Boston 109. Cincinnati 92 
San Francisco Ut, 
Los 
wild Kelps R9 


Today's Games 
Boston at Philadelphia 
St 
Louis at Detroit 
New York vs. Los \ngclr* 
San Diego 


Sunday’s Cames 
Philadelphia at Boston 
Detroit at Cincinnati 
Baltimore at St 
Louis 


N 
VT 
R 
Sfi R 


Slieke 
M et* 
I .oar!* 


High 


VV a IU et 


\n- F i r r h r i c 


r 
t , ri, 


M rO u rre n 


Cl 
12 
ll 
in 


7 


'14 
JDO 


af 


Shop 
I .ah 
Y arrlh i 
Mumm 
C le rk * 
A res 


I bl 
C h il 


number tor the losers 
In the preliminary, the Unit- ai Oakland 
rd Reserves won. 30-29. in an 
Monday’s Games 


L U I* .it ll 


CINCINNATI I AP* 
Oscar 
Robertson. 
Cincinnati 
Rovals 
basketball star, became a father 


Southern Local and Crestview 
waged an even battle tor al­ 
most the entire game Fridav 
night 
and 
Crestview 
was 
in 
front at the end for a narrow 
victory, 56-51, on the Southern 
v ,(,ory over Southern 
boards 
The losers made onlv 


Coach 
Al 
Girone s 
Indians 
28 free throws 
trailed bv only two po in t s with 
<*m th k rn l o c a l — m 


less than a minute remaining, 
and Crestview wrapped up the 
triumph with a few timely free 
throws 


The 
defeat 
leaves 
Southern 
with a 3-6 record lo c a r r i 
against 
Springfield 
Local 
to­ 
night at the Jefferson Countv 
school 


Tom 
McGuire and 
[ . a r r v 
Smith were the chief rebound­ 
ers for the losers, and McGuire 
addl'd his scoring ability lo pro­ 
duce 21 points for game honors 


Sophomore 
Kress 
was 
high 
for Crestview 
with 
13. 
while 


with the St 
Louis Cardinals. 
sot another one today. 
He was named to receive the sf*a-s°n. takes on 
New York Chapter of the Rase- night at home 
ball Writers Association award 
Dickeys 
12 and 
W ards 
ll 
for long and meritorious service points led East Palestine s al­ 
to the sport 
tack 
Musial. who retired as a plav- 
Poland showed a balanced as­ 
or last year. is the first lo take 
the 
association’s 
two 
major 
awards 
He 
was 
chosen 
the 
Player of the Year in 1947. re 
ceiving the Sid Mercer Memori­ 
al Trophy. 


each 
Poland also 
game. 53-47 


n 


12 


won the reserve 


Fight Results 
I 
V 


C la p *a rld |j 0-1 


Gnu *- 8-5-21 
Pot.* 3-5 11 
Gerren 2- 


3-7 
I pu i* 0-0-n 
.lone* 2-D-4 
Total* 


17 17 51 
( R K STX I KW 
VK 


R a n c h m a n 
4-2-in 
T a y lo r 
3-4-10; 


D irkp o 
5-n-in 
A th f y 
6-0-12, 
K i p ** 


5-; 13, f'op p ork n-l-1 
T otal* 23-10-56 


SO I I H I R N 
I OC XI. 
7 7.3 ll ll 
C R K STX I E W 
l« 23 37 X6 


LOS A N G ELES 
Sugar Ha- 
fmir of nine 132. Mexico City. niitjwint- 
ed Vicente Derado. 13.3, \rgen- 
tina. IO 


Sm ith 2-.3-T 
Mr- 
M ILAN. Italy 
\ngel 
Robin­ 
son Garcia. 
136r't. 
Paris, out- 
jviinted G i o r d a n o Campari. 
1341?. Italy in Oscar Miranda. 
148. Argentina, outpointed 
Na­ 
varro Parades. 149. Spain. 8 


\he Woodson of the San Fran­ 
cisco 49crs was the onlv 1962 
individual leader to repeat 
In 
1963 he won the kickoff return, 
title with a 32 2-vard average 
He also was 1959 champ 


New Nock vs San francisco again Friday. His wife. Yvonne. 


gavp birth to a 7 pound'. 4 


overtime thriller. 
No game? scheduled 
ounce girl- 
daughtfr. 
-t hr couple s second 
IAUT0 GLASS 


W IN ! A N D 
P L A T E G L A S S 
[Miner*a xt 
t i 
\ J 


M O IN . I 


COMMUNITY 


MOTOR S A LES 


570 Broad xx ax PH .386-5430 
East Liverpool 


KOR 
Custom Fitted 
Bowling Balls 
DRILLED WHILE 
YOU WAIT . . . 


BALLS PLUGGED 
and RE-DRILLED 
48-HOUR SERVICE 


SHOP AT 
Riviera Lanes 


Midland b r , Midland 


District Cage 
Schedule 


Tonig ht 
S o u th e rn Lo cal at S p rin g 
field Lo cal 


S a le m al Bo ard m an 


L o u is v ille at Last P a lr* tm r 
C o lu m b ian a at M in e rva 
Le eto n ia at Seb rin g 
Po la n d at Lisb on 
R e a v e r Lo cal at Je ffe rs o n 
U n io n 
AUTO 
y GLASS 


I G I 
P XI I STIM — 1V 
Hut 1-0-2. 
Dirkpy 
4 - 4 • ll* 
Patton 


2-0-4. Sm otrilla 3 1-7. W alk n J u t 
Ward 5-1-11, H n b rrt n-l-l 
G 'P C !,rv 
2-0-4 
Total* 
19-7-45 
P O I .ANO—61 


Allen 5-2-12 
Sim on l l ! 
Renn«'tt 
3-1-7. 
D \pi 
5-3-13 
Rot/ 
; 2-8 
Ro 


ker 5-2-12. 
M cG m tgh 1-2-4. 
A ndrea* 


1-0-2 
Total* 24-13-61 


I A M 
I* XI K* I I N K 
l l 18 to IV 
P O I. X N ii 
16 ;; m Kl 


Two National Football League 


teams m a d e Nebraska players 


their No. I choices in the col­ 
lege d r a f t 
The Philadelphia 
Eagles 
picked 
guard 
Robert 
Brown and the Green Rav Pack­ 
ers picked tackle Lloyd Voss 


Installed While 
I -Wail 


For Truck and Gars 


Including 
Wraparound 
Windshields 


Special \ttention 
To Insurance Claims 
VETERAN 
PLATE GLASS 


224 Broadway 
FU 6-5722 


TONITE 


Till ( losing Time 
------- — \nd —-------- 
TOMORROW 
9 A.M. lo I A.M . 


Except 6; 
to 8:3ft I*. M 
P M 
Sundax 
TRISTATE 
LANES 
Volley s Best Mirvs 
Route ITH 
( ab ulia 
El 5 lim 
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Midland Whips Hopewell, 64-41, For 12th Straight 


The powerful Midland Leop­ 
ards made Hopewell their 12th 
consecutive victim of the season 
by belting the Vikings, 64-41, 
before a good crowd at Hope- 
well Friday night. 
The win, sixth straight f o r 
Hank Kuzma's Leopard five in 
Section 8 play, keeps them in 
sole possession of the league 
lead. 
Nate Lippe saw his Viking 
crew go down to their second 
straight 
defeat 
after 
winning 
their first four section t i l t s . 
They are currently in fourth 
place. 
Once again it was the play of 
Sim Hill. Ron Rrown. Norman 


Yanlier and Rod Alston t h a t 
sparked the Leopards to their 
win. The foursome combined to 
score all but six of Midland s 
points. 
Vanlier however was the real 
| sparkplug in the Leopard tri­ 
umph. 
The junior playmaker 
turned in another outstanding 
floor game and whipped in six 
field goals and two of six free 
throws for 14 points. 
Vanlier, who stands only 5-11, 
performed a remarkable feat by 
being the leading rebounder in 
the contest. He gathered in 16 
stray shots. 
Hill and Rrown topped t h e 
! Midland scoring attack with 15 


★ 
★ 
★ 
★ 
★ 
★ 
★ 
★ 
★ 
★ 
★ 
★ 
| 
Leopards Post 5th League Victory 


markers each. Roth sank s i x 


fielders. Hill converted three of 


five foul tosses and Rrown made 


three of six. 


Alston also tossed six f i e l d 
goals through 
the 
nets. 
He 
dropped in two of three free 
throws and finished the night 
with 14 points. 


Cal St Tickler was high man 
for the Vikings with ll points, 
nine coming in the first quar­ 


ter. Mel Daugherty added nine 


tallies. 


The pesky Midland defense, 


which alternated full and half­ 


court zone presses throughout 


the game, effectively bottled up 
the Viking offense. 
Midland experienced another 
fine night from the field, fink­ 
ing 27 of 64 attempts for 42 
per cent. The Vikings meshed 14 
of 48 shots for 30 per cent. 


Hopewell held the lead only 


once in the entire contest, that 


coming 
at 
the 
start 
w h e n 


Strickler 
dropped 
a 
l a y u p 


through the nets to give h is 


team a 2-0 advantage. 
Brown. Vanlier, Hill quickly 
retaliated with a basket each 
and the Leopards were off and 
running They held a 16-10 ad 
'vantage at the close of the first 
eight minutes of play. 


Midland increased its rn a r- 
gin to 35-22 at the half and 48-31 
at the three quarter mark. 
In the preliminary struggle. 
Stall Yukica's Midland Reserves 
fought off a determined rally on 
the part of the Hopewell subs 
to grab a 36-30 victory. Brent 
Lake sparked the Leopards with 
IO points and Joe Prodonovich 
had eight 
Chuck 
Blanev 
of 
Hopewell led all .scorers with 
12 markers. 


On Tuesday night, the Lop- S r « t io n « S t a n d i n g s 
aids will travel to Rochester 


to do battle with the Rams. 


Hopewell entertains the second 


place New Brighton Lions the 


same evening. 


M ID I.A M I— 1>4 
R. Alston fi-2-3-14; Rrow n 6 3-M5; 


H ill 6-3.5-15; 
V a n lie r 6-2-6 l l ; 
H a * 


2-0-0-4; Vaughn 1-0-0-2, S. A l­ 
ston O-O-O-O, 
House 0-00-0, 
C ill! 0- 


o-o-o, H u m b ert 0-0-0-0; l.ak e 0-0 -0 -0 . 
Totals 27-1-20-64. 


IIO P K W K l I —ll 


Stn ok let 
5-1-1-11: 
D au g h e rty 3-3- 


4-0, M edich 3-2-3-8. Cox 16 7-8 
hup- 


cho 
10-2-2 
Blan ev 
1-0-0-2. 
Kohat 


ti i l l; 
M alohahtch O-O-O-O 
R o b e rt­ 
son O-O-O-O; 
M ihok O-O-O-O T otals 14- 


13-18-41 
M ID I.A M ) 
H O I’ KW K l I 


O fficials 
— 
K a rlic k . 


Midland 
New Brighton 
Monaca 
Hopewell 
Rochester 
Beaver 
Riverside 
Western Beaver 
Freedom 


6-0 
5-1 
5-2 
4-2 
3-3 
2-4 
2-4 


1-6 
(V-6 


K a rl 


16 35 48 64 
IO 22 31 41 
O h 
and 
F.d 


Friday’s Results 


Midland 64, Hopewell 41. 


New Brighton 73, Riverside 56 


Western Beaver 68, Braver 64 


Monaca 85, Rochester 66 


Double overtime 


First L eague M in. 68-61 
Western Beaver Topples 
Beaver In Two Overtimes 


BASKETBALL 
SCORES 


K n i g h t s R o l l 
L a i e . 6 2 4 8 


DISTRICT 
Lowellville 61. Greenford 45 
Steubenville 77, East Liver- 
Mineral Ridge 62. Braceville 
pool 64 
59 
Oak Glen 78. Wellsville 69 
Western Reserve 60, North 
Toronto 62, Beaver Local 48 
Lima 45 


Toronto’s Star Scores 32 
To Pace Win Over Beavers 


The Western Beaver Golden 
Beavers broke into the win col­ 
umn in Section 8 play with a 
thrilling 68-64 double overtime 
upset of the Reaver Bobcats at 
Beaver, Friday night. 
The Golden Beavers of George 
Hromanik now sport a 1-6 league 
record and are in seventh place 
The Bobcats are 2-4 and are tied 
with Riverside for the sixth po­ 
sition. 
Western fell behind 15-0 in the 
first period and trailed by a 21- 
3 count when the first e i g h t 
minutes came to an end. The 
remainder of the contest was an 
uphill fight for the G o l d e n 
Beavers 


Forward 
Tom 
Rerovich 
of 


Western sent the contest into 


its first overtime when he sank 


a layup as the final seconds 


ticked off the clock. 


Kach team scored two points 
in the 
first 
overtime 
before 
Bruce Singleton, who led th e 
Western scorers with 22 mark­ 
ers. put the game on ice with 
five key points in the second 
overtime 
Berovtch followed Singleton 
with 17 points and Fat Marron 
added 14 tallies. 
Beaver's Denny Hromika took 
the scoring honors for the night 
with 23 markers. Ned Russell 


Top-Ranked IK LA Blasts 
Southern ( lal, 79-To-59 


By TK!) M E IE R 


Associated Press Sports Writer 


All signs point to 1964 as a 
glory year for unbeaten UCLA 
in college basketball. 
Top-ranked nationally in The 
Associated Press poll the Bruins 
of Coach Johnny Wooden made 
it 12 straight Friday night vith 
a 79-59 romp over Southern Cali­ 
fornia 
The Uclans, led as usual by 
“ Wonderful Walt” Hazzard. ex­ 
ploded for 50 points in the sec­ 
ond half to win going away over 
the Trojans. 
From the way the Bruins have 
been going UCLA seems certain 
to again win the Big Six cham­ 
pionship and qualify automati­ 
cally for another crack at the 
national 
collegiate 
champion­ 
ship in the annual NCAA tourna­ 
ment in March. 
The national title eluded the 
Bruins in the NCAA tourney 
last year and also in 1962. 1956, 
1952 and 1950, hut this season 
they may go all the way. They 
have developed a devastating 
fast break, triggered by Haz­ 
zard and Gail Goodrich 


UCLA’s 
triumph. 
In 
which 


Hazzard was high scorer with 


21 points, featured a compara­ 


tively 
slim 
national 
program 


Friday night that also saw the 


second-ranked 
Kentucky Wild­ 
cats 
trounce 
Louisiana 
State 
103-84 
Oregon State. No 6. the other 
member of the AP Top Ten to 
see action, was upset by the 
Hawaii Service All-Stars 68-65 
In 
other 
leading 
games 
Princeton opened defense of its 
Ivy League title with an easy 
86-57 triumph over Brown and 
the once-beaten I'tah Redskins 
and New 
Mexico I/ibos edged 
Wyoming 
76-75 
and 
Brigham 
Young 
59-57, 
respectively, 
in 
two WAC contests 
Ted Deeken. with 27 points, 
and Cotton Nash, with 22. start­ 
ed Kentucky on the road back 
after the Wildcats had dropped 
two SEC games to Georgia Tech 
and Vanderbilt. And Bill Brad­ 
ley, Princeton's star, finished 
with 24 points after getting only 
three points in the first half 
against Brown 


and Howard Healey chipped in 


with 12 points apiece 


Western's JV squad made the 


night 
a complete success by 


downing the Beaver Reserves. 


45-36. Bernie Schmitt led th e 


winners with 20 points. 


W K S T K R S 
B K A V F R —88 
Singleton 
7-8-12-22. 
R e ro virh 
7-3- 


3-17; 
Robinson 
1-0-12. 
(7 
Rranrlt 
a-1-2-7; 
M arron 7-0-1-14. 
K 
Branrtt 


2-0-1-4. 
B o m ar 0-2-2 2, 
Sh reve O-o 
0-0 
T otals 27-I4-22 8R 


B i; A A K R —84 
Russell 
4-4-54 12 
H ealev 
5 2-2 12. 


H rom ika 
54-5-11 -23. 
D avis 
3-0-I-6. 


M ateer 3 2-5 8. 
R o u se 1-1-3-3, 
Rose 


O-O-O-O 
Totals 25-14-31-84 


W E S T E R N H E A V E R 
I ?7 4* 58 RO 88 


B E A V E R 
21 14 41 58 80 84 
O fficial* — 
Don 
P o rtm a n 
a n d 


D e rry 
7.eh 


('old. Frozen 


Greens 
Pro Golfers 


By BOB M Y ER S 


Associated Press Sports Writer 


United 57, Jackson-Milton 56 
Poland 61. East Palestine 45 
Lisbon 63. Columbiana 58 
Crestview 56, Southern Local 
51 
Minerva 71. Leetonia 52 
Chartiers - Houston 53, South 
Side 47 
Stanton Local 66, Smithfield 51 
Midland 64. Hopewell 41 
Western Beaver 68. Beaver 64 
(double overtime! 


OHIO HIGH SCHOOL 
Rossford 67. Springfield 43 
Eastwood 66. Maumee 56 
Anthony Wayne 48. Perrys­ 
burg 37 
Lakota 62. Bowling Green 61 
Northwood 68. Westwood 65 
Fostoria St. Wendelyn 58. 
Grand Rapids 53 
Lakeside 65. Green Springs 52 
Valley 72. Wheelersburg 59 
Portsmouth 74, Portsmouth 
Notre Dame 54 
Dayton Chaminade 70. Day ton 
Fairview 37 
Dayton Oakwood 64. Dayton 
Northridge 41 
Columbus West 64. Columbus 
SAN DIEGO, Calif. I A P ' 
The South 60 
San Diego Open Golf Tourna- 
Columbus Fast 70. Columbus 
ment clearly may be viewed North 61 
with consternation, a measure 
Columbus Linden McKinley 60 
of amazement and embarrass- Columbus Whetstone 52 
ment. depending upon the view­ 
er. 


It may not he unprecedented 


Columbus Central 79. Walnut 
Ridge 56 
Columbus Brookhaven 64, Co- 
hut few people close to profes- lumbus Eastmoor 61 
Columbus Aquinas 60, Colum* 
sional golf can recall when 
round spilled over to the next ^us Marion F ranklin 58 
day, two davs in succession. 
with 30 players one day, and 42 
the next, awaiting a second day 
to finish the round of the day 
before 
Frozen 
greens 
and 
falling 
temperatures in the night hours 
are causing the delay 
This was the picture Satur 
day as plav was resumed at the 
par 35-35 70 Rancho Rernardo 
Officially 


Bright^ Score 3rd Straight 
\ ictorv Iii Till Grade League 


George Bright’s captured its 
third straight contest in the Lit­ 
tle 
Potters 
Seventh 
G r a d e 
League Friday to remain t h e 
onlv undefeated tram 
Bright’s topped Hone (’n . 20 
8. with Boh Flint's 
IO points 


7th (tra ilr L ra jriir 


W 
L 


George Rright's 
3 
n 


American Vit. 
2 
I 


Police Dept 
I 


Hune Co 
I 
2 


Ogilvie’s 
I 
2 


Coca-Cola 
0 
3 


leading the wav Jim Musuraea 
tallied seven for the losers. 
American Nit gained its .sec­ 
ond win in three starts with a 
20 10 decision over Coca-Cola 
Rill Montgomery set the pare 
with IO points while Chambers 


added six 
Wright scored four 
points in Coca-Cola’s loss. 
The Police Dept., with Rick 
Steffen scoring IO points, de­ 
feated Ogilvie’s 19-12 Dan Cun­ 
ningham tallied six markers for 
the losers 
A M E R IC A N 
\ IT — 20 


M on tgo m ery 4 2-18. 
C h am b er* 3 
0 S 
Sm ith 1-02. S rh u rk I -0 2. H isn 
kenship 
(IM V I O I A — I# 
Wyanet 1-0-2; W et/el 10 2. Baugh 


m an 
10-2; 
W righ t 2-0-1, 
C rab tree 
o-o-o 
H a lftim e 
score 
A m e rica n Vtt 
14 
Coca - Cola 4 


IMH It I 
D E B I — IS 
Gooding 
1-0-2. 
N a t a 11 n a 
1-0-2. 
Johnson o i l. 
Steffen 3-4-10. 
Z a n ­ 
ders 2-0-4 
(M. 11 5 I K 'S — 12 
C unningham 
2-2-8. 
la u 'k h art 0-0- 
0: 
A dkins 
1-0-2, 
D avis 
1-1-3; 
H a r­ 
rold o i l 
„ _ 


H a lftim e 
score 
O g llvle s 5) I <>• 
lice 
Dept 
8 
(■ K O R E K B R IC H I S- -'n 


(•'lint 5-0 IO. C lark 3-1-7; 
Johnson 


J-l-3 
D 
Jo n es 0-0-0, B re n n an O O O 


H I N K CO —8 


F i r k i n o-o-n 
M u su raea 3 I 
i 
Eek Irs n i l ; Goodm an O o h 
H ales 


non 


H a lftim e 
score 
- 
H on e 
< n 
V 


1 
i i 4 


Country Club course 
the scoreboard read: 
Art Wall. Jr. 
71-65 136 
Bruce Crampton 
71-66 
137 
George Archer 
71-66 
137 
Ray Floyd 
73-65- 138 
Rut all the {(layers were not 
in — 42. to he exact. 
Included was 
Bob Rosburg 
He had a first round 66 and was 
one under with six holes to go 
There 
also 
were 
National 
Open champion Julius Boros, a 
first round 67 and one over with 
four holes 
to 
plav; 
Arnold South 77 
Palmer, a 73 Thursday, one un- 
Hopedale 61, Scio 59 


der with two to go; British Open 
champion Bob Charles. 69, even 
with two holes to play, 
and 
Tony Lerna, 67 and even par 


Newark 73, Chillicothe 62 
Johnstown 45 Watkins Memo­ 
rial 42 
Fairfield Union 61, Carroll 47 
Wyoming 71, St 
Bernard 45 
Cleveland Rhodes 107, Cleve­ 
land Holy Name 70 
Cleveland West 89. Cleveland 
Lincoln 75 
Canton McKinley 51, Canton 
Lincoln 41 
Norton 75. Springfield Town 
ship 54 
Mansfield St 
Peter 86, Tiffin 
Calvert 55 
Louisville 61, Sebring 34 
Stow’ 71, Coventry 45 
Barberton 56, Akron Firestone 
37 
Akron Filet 65, Kent Roose­ 
velt 63 
Akron Fast 53, Akron Central 
47 
Akron Kenmore 61. Akron 
Mower 59 
Hamilton Taft 79. Springfield 


Canfield 57. Champion 49 
Jackson Milton 57. United 56 
Springfield Local 48, West 
Branch 44 
Leavittsburg 43. Badger 42 
Liberty 69. Howland 65 
Newton Falls 56. Lakeview 54 
Ashland 61, Dover 57 
New Philadelphia 69, Coshoc­ 
ton 60 
Sandusky 34, Marion Harding 
28 
Willard 55, Tiffin Columbian 
54 
Upper Sandusky 78, Bucyrus 
66 
Marietta 70, Lancaster 58 
Southern Noble 58, Beallsville 
54 
Martins Ferry 64, Bridgeport 
57 
Bellaire 87, Union Local 50 
Bellaire St. John 64, Linsly In 
stitute i W Va » 56 
Southern (Noble) 58. Bealls­ 
ville 54 
River Local 68. Woodsfield 57 


W VA. HIGH SCHOOL 
Weirton 77, Triadelphia 59 
Stonewall Jackson 70, South 
Charleston 55 
Charleston 79. Nitro 74 
Huntington Fast 85, Parkers­ 
burg 71 
Beckley 72. Bluefield 70 
Oak Hill 47. Hinton 42 
Clarksburg R-W 
79, Bridge­ 
port 59 
Clarksburg Notre 
Shinnston 47 
Buckhannon 70. Weston 61 
Grafton 96 Clarksburg WI 


Toronto High connected for 24 
points in the iinal quarter to 
trim Reaver Local. 62-48. in a 
Buckeye Bo r d e r Conference 
game Friday night at Toronto 


Coach John 
Pape's 
winless 
Beavers were in contention un­ 
til the fourth quarter got under­ 
way. when the Red Knights got 
hot and moved far in front. 
All-Ohio candidate Tom Coul­ 
ter, four-year varsity regular, 
poured in 32 points to lead the 
Bcd Knights 
Coulter tallied 20 in the first 
half, and 12 in the second 


deities Halt 
Hot Royals; 
Lakers Lose 


Reaver Local, bowing for the 


seventh straight game, stayed 


close for three quarters and en­ 


tered the final one only five 


points behind 


Hitting 20 of 46 from the field, 
the 
Beavers finished 
with 
a 
pretty fair 43 per cent shooting 
average. They made 8 of 13 at 
the foul line Toronto hit 23 of 
69 shots for 33 per cent, and 
went 16 of 28 at the charity 
line 
Norm Gavdos hit 15 points to 
lead the Beavers, while R o n 


Deering had 12 and Ren Spring­ 
er, IO. 
Beaver Local travels to Je f­ 
ferson Union tonight for anoth­ 
er league game 
In the preliminary, the To­ 
ronto Reserves got a 51-50 nod 
with a rally in the last eight 
seconds. 


H E A V E R 
I O C A I — I* 
D eering 
5-2 12. 
G avrin* 
ti T IV 


i G nod m an 1-0-2 
Sp rin g er 42-10. 
Ar 


H ip 
1-0-2; 
R tid ibaugh 3-1-7. Total* 


20 8-48 
T O R O N T O —81 
U ric h 7-1 -1 ft, 
R aK to n 0 2 2 
Sax 


Ion 2 3 0. 
C oulter 
12-8 32, 
H utchin­ 
son 2-0 4 
T otals 23-18 82 


H E A V E R K O C A K 
M 28 33 48 
T O R O N T O 
IO 20 38 hi 


Standouts In 1963 Grid 
Season W ill Be Honored 


the 


Bv 
The Associated Cress 


Somebody forgot to tell 
Boston Celtics they were on the 
ropes. 


The National Basketball Asso­ 
ciation Mugs returned home for 
a showdown with torrid Cincin­ 
nati Friday night after a dismal 


JR . 


The 


49 


By W B RAG SD ALE 


WASHINGTON (A P) 
top figures in sports and gov­ 
ernment join hands tonight to 
pay tribute to the standouts of 
the 1963 football season. 


They TI also take time out to 
pay tribute to the late President 


road trip had given rise to ru- John F Kennedy, 
mors thai the dynasty was ripe 
The occasion is the 29th an­ 
ion a tall 
nual awards dinner of the Wash 
The Celtics responded by de- jmgton Touchdown Club, a glit- 
molishing the rumors and Roy-itering black tie affair expected 
Dame 70.|a;s 
a 
typical 
lightning to attract 1.6(H) persons. 


swoop that led to a 109-92 runa-; 
Navy, rated a hometown team. 
" a y 
(by Washington (ans. will walk’ slan<i" ’« contribution lo .ports. 


u’tvo.viinrr i ’„ „ i r,i 
-n u'ia i,„„ 
While 
Boston 
increased 
ifs off with most of the honors, de 
Wheeling Central *0. Wheeling Eastern 
|)jvlslon 
,,.3„ 
, , , s|, „ , ||s 
Nv„ Vp8r , 


games over the 
Royals. 
San j,av to national champion Tex 
Angeles as 


Rrown of the Cleveland Browns 


as player of the year. 


The climax of the evening will 


occur when Gov. Endicott Pea­ 


body of Massachusetts accepts 


the Mr Sam Award given post­ 


humously lo the late president 


Peabody is a Harvard football 
great and was a close friend of 
Kennedy. 
The award, named for the late 
House Speaker Sam Rayburn, is 
given annually to a government 
official who has made an out- 


60 


*otter jayvees ISotch 6th 


Victory it Rip Red. 46- ll 


Coach Frank Chan’s Potter 


reserves lumped out to an early 


lead and then stayed on top the 


rest of the way to gain a 49-41 


victory over the Big Red jay­ 
vees Friday night at Steuben­ 


ville 
The Potters led 25-21 at half­ 
time and then moved in front 
38-28 after three periods 
Chuck Lipscomb and Chuck 
Winters shared scoring honors 
for the young Potters with IO 
points each while Ralph \\flat­ 
ly's 15 markers led Steubenville 
The victory was the sixth in 
nine starts for the ELM S jay­ 


vees. 
K A S T K l V E R P o o l. — 4*) 
M assrv 
3.2 0-8 
K m -rv 
1-2-4 4 


Vaughn 2 2 1 
i p - on 


L a w re n c e 2-3-S-7, D o)and 0-01-0, S ti­ 


llm an 2 0-0-4 
W in te r* 4 2 9 


inly 19-11-31-49 
M K I H I NA ll K 
41 
G illiam 
2-0-0- J 
R eam 


W hat lev 
2-11 15-15. 
P h illip s 


Milosevic)) 
30-0-8. 
Carter 


To 


2-01-4 
2-1-15. 
I-I-3-3, 
I ,,,, 
2-0-1 I 
Tot a I* 14 I 3 21 -41 
H S I 
E IV K R IM M )!. 
18 25 38 49 
S T E I B K N V H . IE 


atter 13 holes. 


Ilockf) R r m i l l s 


Friday's Results 
No games played 
Today's Games 
Roston at Toronto 
Detroit at Chicago 
Sunday's Gaines 
Montreal at Chicago 
Toronto at Boston 
New York at Detroit 
Monday's Games 
No games scheduled 


\\ reek In juries I alai 


O BER LIN , Ohio < AP 
Willi- 
Youngstown North 71 Youngs- 
am C Sey mour. 31, of 
Toledo, town Cardinal Mooney 63 
died in Allen Memorial 
Hospi- 
Youngstown Chaney ->6, 
tai here Friday night, four hours Youngstown Fast 45 
after he was injured when his 
Youngstown South 82. \ oungs- 
tractor-trailer rig crashed into town Rayon 66 
a bridge guardrail on I 
. S. 20 
Youngstown Woodrow Wilson 
60, Niles 50 
Boardman 69. Austintown 
Fitch 61 
Brookfield 52, Hubbard 46 
Girard 63. Struthers 46 


Lakeland 91, Jewett 64 
Wintersville 84. Mingo 77 
Dillonvale 73, Yorkville 61 
Brilliant 58. Adena 55 
Carrollton 69. Springfield Lo­ 
cal 38 
Stanton Local 66 
Smithfield 
51 
Cadiz 65. .Jefferson Union 55 
Sandusky 34 Marion 28 
Ashtabula 72. Geneva 56 
Conneaut 55, Ashtabula St. 
John 27 
Jefferson 66. Ashtabula Edge­ 
wood 49 
Zanesville 68. Ironton 57 
Ravenna 66. Tallmadge 41 
Garrettsville 53. Windham 50 
Green 82. Mogdaore 54 
Akron Buchtel 52. Akron Gar­ 
field 47 


Wellsburg 65, Warwood 63 
Bellaire St John's 64. Wheel­ 
ing Linsly .56 
Bethany 82. Wheeling McKin­ 
ley 74 
Benwood 
Union 
62, 
Paden 
City 53 
Sistersville 57. Middlebourne 
56 
McMechen 
Bishop 
Donahue 
109. Cameron 75 
Morgantown 70. 


OHIO C O LLEG E 


(Friday Scores I 
Case Tech 67, Wayne State 65 
Bluffton 87, Goshen < I rid 
86 
Western Reserve 97, Fcnn 62 
Eastern Michigan 73. John 
Carroll 72 
Malone 87, Bethel < Ind i 81 


C O LLEG E 
Princeton 86. Brown 56 
Lehigh 81, Colgate 78 
Penn 70, Yale 69 < of I 
Columbia 80. 
Dartmouth 76 


12 ot i 
Cornell 80. Harvard 77 
LaSalle 63. Syracuse 61 


Massachusetts 85 first-half points matched the en 
56 


84 


about six miles west of Ober­ 
lin Harold Lee. 21, also of To­ 
ledo, who was riding with Sey­ 
mour. was admitted to the hos­ 
pital. 


Vermont 98 
Long I S 85, So Conn 
M IT 67. Bowdoin 63 
Kentucky 103. La State 
Tennessee 82, Tulane 55 
Richmond 53. Wm & Mary 52 
Morningside 82. No Dak 59 
So Dak 78. No. Dak State 54 
Utah State 83. Air Force 73 
New Mux. 59, Brigham Young 
57 
Hawaii Service All Stars 68 
Oregon State 65 
Utah 76, Wyoming 75 
Stanford 75. Washington 52 
California 72, Wash. State 64 
UCLA 79. Sci California 59 
Arizona 57, Colorado St 55 
San Fran 75. U of Pacific 64 


Russ Sholes of S i m s b u r y . 
Conn , 
and 
Dick 
Pincus 
of 
Manasquan, N J., will co-cap- 
lain Rhode Island s 1964 soccer 
team. 


Francisco 
held 
Los 
Western 
pacesetters 
to 
nine 
points in the second period and 
whipped the Lakers 114-89. in 
the night s other action 


The Royals had won 
12 of 
I heir last 14 games when thev 
took the floor at Boston 
The 
Celts, on the other hand, had 
lost four of six on the road, in-: 
eluding three straight on the 
Morgantown West 
Coast. 
They 
had 
also 
dropped three in a row to Cm ! 
einnati. 


But, with Sam Jones doing the 
heavy 
damage, 
the 
Celtics 
turned a 49 48 halftime margin 
into an 18 point spread by out­ 
scoring the Royals 34-17 in the, 
third period Jones hit for 15 of 
his 28 points during the out­ 
burst. 
The Lakers shot 4-23 in 
nightmarish — for them — sec­ 
ond 
period 
San 
Francisco, 
meanwhile, was netting 34 for 
a 
decisive 
66-37 
intermission 
lead 
Wilt 
Chamberlain's 
37 


Awards will go to the Navy 
team, as the outstanding major 
college 
team 
of 
1963; 
Navy 
Coach Wayne Hardin, as tile out­ 
standing college coach, and to 
Navy quarterback Roger Stall 
bach, as the oust anding college: 
back 
Dick Butkus. University of ll ! 
Inurn center, will receive the) 
only major college honor that 
slipped away from Annapolis 
on'standing college lineman of 
the year. 
The University of Delaware 
will be honored as the top small 
college team of 1963. 
I 
Professional 
football 
honors 
will go to Coach George Galas 
|of the National Football League 
Chicago 
Bears 
as] 
'im 


The Ivy Hockey League is in 
its 29th season. Harvard bas 
won 
the title 
the last 
three 
veals. 
M B 
Now Held Over 


ie* a 
Daisy! 


^ 
champion 
coach of the sear and to 


tire Laker effort. Chamberlain 
wound up with 50 as the War 
riors coasted in the second half 


The los Angeles Angels will 
plav 13 baseball exhibitions at 
their base in P a l m Springs, 
Calif, next M a r c h and ear ly 
April 


T0NITE & SUNDAY 
Matinee Sundav Al 2:06 


WIMMER Of IO ACADEMY AWARDS 


TONIGHT 


at the 
HOLIDAY 
LOUNGE 


( bester - Newell 
t 


Road 
T 
J 


( hester, W. \ a. ' 
^ 


For Your Knterlainment 


THE 
HOLIDAIRES 


TH E \ A L L E Y 'S N EW EST 


AT T H E V A LLEY 'N 


MOST MODERN C L I B 


J I JR ll !■ 
‘ 
McGeehen's Restaurant 


Jay Wilkinson averaged 5 39 
on 117 carries for Dukes foot­ 
ball team in 1963. He scored 12 
touchdowns. 
§ 
" 1025 Main Street 
----------- 


AND C O N FEC TIO N ERY 


Open 8 A. M. to 8 P. Af. 
W'ellsv ille. O. 


PERFECT SPOT 


to spend an evening with 
sour "little woman.” Good 
loud, good drinks, quiet 
atmosphere. 
HARMONY BAR 


1755 DRESD EN AVF 


DROP IN FOR A TASTE 


{TREAT ANY TIME! 
r 


I Whether you want a snack. 
I or a complete meal, our Wol­ 
fe come mat 
is 
always out 
p Choose from a large selection 
I of 
tasty 
food 
at 
Thrifty 
g Prices. 


4 
— Businessm en's Lu n ch es S erved H a ils 


Cary Grant * Audrey Hepburn 


play a gam• of danger and delight.., 
r 


Walter Matthau 
James Coburn. — .henry manchu 
. pith stone 


•Charade" At I - 3 - 5 - 7 - 9 15 
TECHNICOLOR* 


FRANK 
DEAN 
MINATRA' MARTIR 
ANITA 
URSULA 
•(B E R G ANDRES* 


The farout 


story of the 
4 


far west. 
FOR 
TEXAS 
JJN COLOR 


W ith 


C h a rle s Bronson 


V ic to r Hiiono 


A n d The 


3 S T O O G E S 


DOORS OPEN 
SAT. a"d SUN. 


AT I P. VI. 


THE FUN STARTS SAT. and SUN AT 
P. .VI. — 3 P. VI. — 4:55 — 7:05 — 9:15 P. Vt. 


Also--- 


CARTOON 


W heeler dealer meets s e c Appealer/ 


n ; v 
»UMI* wmil n o m 
REMICK GERNER 


" 
- 
£ 
(A 
| I fcX* V 


With 
4 


PHIL HARRIS 


CHILL WILLS 


JIM BACKUS 


PATRICIA CROWLEY 
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EAST LIVERPOOL REVIEW, EAST LIVERPOOL. OHIO 


East To Have Pick Of Two 
Backfield Units In Pro Bowl 


LEGAL NOTICES 


LOS 
A N G ELES 
(A P )- E a s i 


Coach Allie Sherman will have 


his pick of two offensive back­ 


field 
combinations 
when 
his 


squad meets the West in Sun­ 


day’s Pro Bowl football game. 
Sherman, 
who coached 
the 
New York Giants to the East­ 
ern 
Division championship in 


N O T IC E O F A P P O IN T M E N T 
R evised Code, Se c 
2113.OB 
E s ta te 
of 
W . 
R. 
Skeen, 
D e ­ 
ceased 
N otice is h ereby R ive n that E th e l 
i G reen of R 
D 
I, W e lls v ille . Ohio, 
flanker; and John Henry John- h,as,hbee" ,dlilv appointed Exec .tm 
’ 
, 
, . . . 
, 
I 
O f the E s ta te of W 
R 
Skeen, de- 
son, Pittsburgh, 
fullback. 
I ceased, 
late of M ad ison Tow n sh ip 


LEGAL NOTICES 
LEGAL NOTICES 


Reserve District No. 4 
State No. 321-X 
R EPO R T O F CONDITION O F 
“ The Potters Bank and Trust 
Company” of East Liverpool, 
Ohio, at the close of business 
Dec. 20. 1963. a state banking 
~ 
* • 
vx cu H u ia air: ic q u iic u iii m c m en 
. 
. 
. 
' 
A 
A 
A n o r 
fensive squad worked Friday on c!aims W|t^ sa>d fiduciary within institution organized and oper- 
plays the East is expected to ^Dat^Thls nth day of December. atin& under ,he. banking laws 
use in the 14th annual classic. 


Tn 
tho W p c t ’c r a m n 
th * H p - ! C o'um1biana 
County, 
Ohio. 
in m e w e s t S c a m p , m e Ut? | 
C red itors are req u ired to file th e ir 


of this State and a member of 
j 1963 
Case No 
59573 
L O U IS T O B IN 
L*0H o ral 
R pSPrVP 
S v s te m . 
“ W e h a v e to assu m e th a t the 
Probate judge of said county { be 
r ecu 
- 
y 
.. 
. 
-ii 
. 1 ^ . I , . , . 
Kapp & cooper. Attorneys 
P u b lish e d in a cco rd an ce w ith a 
E a s t w ill use the best p la y s in 
f. l Review 
Ja n 
4. ii 
ir. tow 
„ 
. 
h v (he sta te g an k - 
Allie Sherman's New York Gi-i 
n o t i c e 
o f 
a p p o i n t m e n t 
ca N 
- T v 
„ nH h v th p F e d . 
, 
cc 
i 
u i cu 
Revised code 
Se c 
2ii 3 oa 
mg Authorities and rn me rtu 
ant offense, plus what Sherman 
Estate of w iib e rt a 
M a n le y , De- ppgl Reserve Bank of this Dis- 
the National Football League, used in winning last year's Pro ce^ 
d 
. . 
. 
.. . ... 
, 
, 
,, 
” 
_ 
J 
„ 
N otice is hereby R iven that E tu ra intl. 
named Charley Johnson of St 
Bowl game, 
said Coach George M a n le y of Anderson B lv d . ai c 21. 
ASSETS 


Louis today as quarterback in Halas of the West. 
? Pa^ i i i 7 r£ 
i n 
? shtra trV x % bfeZ 
dE ^ Cash, balances with 
his starting unit. 
Halas. coach of the National tote of w iib e rt a 
M a n ic y . deceased. 
_ , , 
. 
, 
.. 
_ . 
. 
. 
„,, • 
late of E a s t Live rp o o l. C o lu m b ian a 
O th e rs 
in 
the 
unit 
a re T im L e a g u e 
ch a m p io n 
C h ic a g o co u n ty, 
ohm 
Brown, Philadelphia, halfback; j Bears, added that he expects! 
Creditors .re required to file their 


Bobby 
Mitchell, 
flanker; and Ji 
land, fullback. 


I I 
' 
v 
i 
n 
•••l. 
j c |a j m s 
, 3 ,^ 
fid u cial v 
w ith in 
Washington.]the East to come up with some four 
months 
flanker; and Jim Brown, Cleve- ] trick plays. 
">» " ” h 
D^ 
m!wr- 
The 
West 
elected 
Johnny rase J?-, sssss 
t.o u i* to fu* 
, 
», 
1. . . 
, 
. . 
. 
... 
Prob ate Ju d R e of said C ounty 
The other backfield has Norm Umtas and Oino Marchetti as p a „ i Tohm 
A ttorney 
Snead. 
Washington, 
quarter- offensive 
and 
defensive 
cap- 
hack; Don Perkins. Dallas, half-1 tains. Both are with the Balti- 
hark; Frank Gifford. New York, more Colts. 


Proceedings Of The Courts 


Common Pleas 


N EW E N T R IE S 
Doris Puckett vs. Ravmond 


other banks, and 
cash items in pro­ 
cess of collection 
United States Gov- 
e r n ment 
obliga­ 
tions. 
direct 
and 
guaranteed 


e l Review 
Ja n 
4 . ii is 1981 Obligations of States 
N O T IC E O F A P P O IN T M E N T 
Revised Code, nee. 2113'»fl 
E s ta te 
of 
E a r l 
W . 
W a rd . 
D e ­ 
ceased 
N otice is hereby Riven that E d n a 
M 
W a rd 
of 
R e a r 
336 
Thom pson 
A ve , 
E a s t 
Live rp o o l. 
Ohio, 
has 
been dulv appointed A d m in istra trix 
of the 
Esta te 
of 
E a r l 
W 
W ard , 
deceased, 
late 
of 
E a s t 
Live rp o o l. 
C olu m b iana County. Ohm 
C red itors 
are 
req u ired 
to 
f i l e 
their 
claim s 
w ith 
said 
Odin lar.v 
w ithin four months 
D ated this 9th d a y of D ecem ber. 
IMS- 
V, 
* 
I 
I - 
c a s e No 
59585 
l o u i s t o b i n Corporate s t o c k s 
Prob ate Ju d g e of said County 
( j n C I U ding $47,- 


1,963.899 18 


2.208.239 15 


and political sub­ 
divisions 
4,526.106.71 
Other bonds, notes, 
a n d 
debentures 
{including N o n e 
securities of Fed­ 
eral agencies and 
corporations 
n o t 
g u a r a nteed by 
U. S. i 


i 
In re 
Application of Patrick 
N. Hobbs, same; same. 
In re: Trusteeship of William 
_ 
. 
.. , . 
, 
..... 
. Gamble; motion to list East Liv- 
Puckett; in 
liRht of additional erpfl0| central Service as credit- 
evidence, divorce entry Jan. 8 
r 
_____. 
is held up for reconsideration. oru 
? 
.. 
,, 
Marv Evans vs. Harold Bv- , Housetaid 
(inaner 
U 
ans; defendant ordered In pay 
' «• Schwartz; judgment for 


$15 
per 
week 
pending 
final 
,ln 
‘’ost* 
hearing, parties enjoined from 
Same vs. Rexford v\ 
— 
troneforrmn 
nnnnmhormfl 
nr and Dorothy K 
Brock; 
ludg- ed Executrix of the Estate 
of John 
transferring, 
encumbering 
or «*■ 
> 
- 
J 
6 H Grafton, deceased late or welts- Bank premises own 
disposing of any money in bank ment for $634 81 and costs 


accounts until further order un­ 
less counsel on both sides agree, ice vs Thomas White; judgment four months 
Mary A. Hull vs. Jam es L for $5070 and costs. 
, * £ • • * lhl" ” ' h 
«* nw m h»r- 
Hull 
parties made an agree- 
Professional 
Mercantile Col- rase No 59*32 
lo u is top,in 
■ 
. , 
, 
. , 
,, 
I r- 
r» 
l 
Probate Judge of said County 
ment. for custody and support lection Co vs. Earl E 
Baugh- 
james 1 
Mcsweenev. 


L aw re n ce W 
Sm ith. A ttorney 
j 
E 
I, 
R e vie w ; Ja n 
4. l l . tx 
1964 
N OT ICE O F A P P O I N T M E N T 
R evised Code. Sec 
2113 08 
E s ta te of Jo h n 
H 
G rafto n . 
D e ­ 
ceased 
Notice is hereby R iven that E d n a 
B r o c k 
G rafton of 410 15th St 
W e lls ­ 
ville . Ohm, has been d u ly appoint 


i V i l l e 
Colum biana County. Ohm 


400.00 s t o c k of 
Federal 
Reserve 
Bank) 
Loans and discounts 
(including 
$230 07 
overdrafts) 


East Liverpool Central Serv- 
C reditors arc req uired to file their 
r 
cla im s 
with 
said 
fid u c ia ry 
w ithin 


and requested indefinite con- man; judgment for $33 60 and A,£’r"eyneview 
tmuance. 
costs. 
Harry E. Montgomery vs Pa- 
Parsons Coal Co 
vs 
Dr. J 


Ja n 
4 
l l . IR 
1964 
N OT ICE O F A P P O I N T M E N T 
Revised Code. 
Se c 
2113 08 
. 
. 
. 
. 
. 
. 
. 
,■ 
. 
, 
. . . 
E s ta te of Ja m e s A 
H a lfh ill. 
De- 
trieia A. Montgomery; divorce Keith Rugh; judgment for $391 - ceased 
granted lo plaintiff, gross ne- 32 and costs 
J H S J S T ti?*'iStliZ 
gleet Former natne of Patricia 
Fast Liverpool Citv Hospital v Uie. ohm . has tteen d u ly appointed 
A Davidson restored to defend- 
—« 
— ■ 
■ 
« 
■ r 
Ex e c u trix of the 
E s ta te of J,*m e 


ant. 
Vera I McCoy vs. Gerald B 


E 
M ason 
of 323 
loth 
St 
East Liverpool Citv Hospital Ville Ohm 
has Iteen d u ly aopn 
_ / 
j 
/ , 
E x e c u trix of the 
E s ta te of .1.4,.,, 
VS. Glenn 
r him. judgment for 
A 
H alfh ill. deceased, late r f \‘’ells 
$123 82 and costs 
vi,,e ™ u "1b'a" a Cowry. 
('mo 


. . . 
Same vs 
_ 
McCoy; divorce granted plain- Jud 
, fnr , ia)2t1 and costs 


tiff, extreme cruelty. 
• Marelu-, 
Market v«. George « » N„ 


M 
Wright and C h a r l o t t e 


C red itors are req u ired to file their 
Jesse B u z z a r d ; Claims w ith 
said 
fid u c ia ry 
w ilm n 
four 
months 
D ated this 28th da\ of D ecernhe* 


5962* 
LOITS TOBIN 
Prob ate Ju d R e of said County 
Wright; judgment for $66 70 and Attorney 
D e lm a r T 
O 'H a ra , 


Willis 


E 
L 
R eview 
Ja n 
4 
It . IR 
19f4 
N O T I C E OE A P P O I N T M E N T 
R evised Code 
Se c 
2113 08 
E s ta te 
of 
J 
F ra n k 
R ecd . 
De 
ceased 
N otice is h ereby R iven that T h e l­ 
m a G 
Reed of M C 
22. K e lly A ve 


TOTAL ASSETS 
14.920.869 32 


L IA B IL IT IE S 


costs. 
ASSIGNM ENTS 
Tuesday 
Goldie M 
Keener vs 


\\ 
Stewart. 
E a s t Live rp o o l 
Ohm 
has been duly Demand deposits of 
Armour & ( O 
VS 
J 
L Smith appointed A d m in istra trix of the Es- 
.. 
, 
/ 
C n n r ic m n r 
_ _i 
tate of J 
F ra n k 
Reed 
deceased. 
individuals, 
paft- 
Standard Sportswear vs. Carl |ate nj 
ciaii T ow n sh ip , coium- 
nerships 
and cor­ 
and Marv Metz, d b a Metz Fur biana 
County 
Ohm 
' 
C om plete m odern lunet a1 
hom e 
at 
C red itors a re req u ired to file then 
poratlonS 
h .,il.l.4IM I bb 
w)( |. 
c I 
irns 
w ith 
said 
ticlviciarv 
v\ .thin ^ jf B P 
OOCi 
SflV in ^ S 


deposits 
of 
indi- 


NKW CASES 
Alliance Federal Savings 
K 
Loan Association vs. Ralph L. 
and Helena Hartman. Fontana, 
Calif ; action for $2.059 35 claim­ 
ed due on promissory note and 
for foreclose eof real estate 
mortgage. 


M unicipal 
NEW ENTRIES 


In re 
Application of Floyd Co. 


Rennet! for appointment of trilS- 
Wednesday 
D ated this 26th dax of D e c e n te r 
lee; trustee appointed temper- 
Professional 
Mercantile Col- 
, 
, 
,, 
r, 
, 
r, 
C ase No 
59629 
L O U IS T O B IN 
ary injunction order issued 
lection Co vs I-rank E. Gntfin 
Prob ate i .dee of -ani C ount' 
in re 
Application of Jesse 
Same vs Wesley Christian. 
Kapp & cooper Attorneys 
' ' 
I. 
I. 
Review 
Ja n 
1 ll 
18 
1 >6 ' 
M Bo\n. same, same. 
Jordans Sohio S e r v i c e vs 
n o t ic e o f a p p o in t m e n t 
In re 
Application of Glen D Earl R Golden. 
.. R evised code. set- 211.308 
. 
. . . . 
n 
u 
* 
E sta te of Jo sep h C 
N ounal!;! 
De 
McCartney, same; trustee ap- .James Smith 
vs. Harold A 
cea>ed 
W o lriu rh o n rr 
N otice is hereliv Ri\-en that Anna 
vv a io e r n a iig 
S im b a lla 
of 
r 
d 
3 . 
E a s t 
I iv- 
erfxvol 
Ohm. 
has 
been 
d u ly 
ap ­ 
pointed 
A d m tn isti att iv 
of 
the 
r o ­ 
tate 
of 
Jo sep h 
C 
S im b a lla 
d e­ 
ceased 
late of E a s t L iv e rp o o l, C ol­ 
u m b ian a County 
Ohm 
C red itors 
are 
req u ired 
to 
f i l e 
th e ir 
cla im s 
w ith 
said 
fid u c ia ry 
w ithin four months 


Willie Mac Mallory, who lost a union is suing the Wilmington he?aIPd ’hl* 2ird day ° f D" ' em' 


od $228,661.69. fur­ 
niture and fixtures 
$42,653.22 
( B a n k 
premises 
owned are subject 
to None liens not 
assumed by bank! 
Real 
estate 
owned 
other 
than 
bank 
premises 
I n v e s tmerits and 
other assets indi­ 
rectly 
represent­ 
ing hank premises 
or other real es­ 
tate 
Customers’ 
liability 
to this bank on ac- 
c e p t a n ccs out­ 
standing 
Other assets 


deposits and other 
liabilities 
(includ­ 
ing notes and bills 
rediscounted a n d 
securities sold un­ 
der r e p u rchase 
agreement) 
728.737.84 
(iii) Assets pledg­ 
ed to qualify for 
exercise of fiduci­ 
ary or corporate 
powers, 
and 
for 
purposes 
o t h e r 
than to secure lia­ 
bilities 
100.000.00 
(iv» S e c u r i ties 
loaned 
None 
(v) TOTAL 
2,213,155.99 
(b) Funds on de­ 
posit by Trust De­ 
partment 
consti­ 
tuting p r e ferred 
claims under Sec­ 
tion 1107.12. Ohio 
Revised Code 
None 
I, G. E. Starkey, President,j 
of the above-named bank do 
hereby declare that this report 
of condition is true and correct 
to the best of my knowledge 
and belief. 
G E. S T A R K EY 
We. 
the 
undersigned 
direc­ 
tors attest the correctness of 
this report of condition and de- 
4.950.00 clare that it has been examin­ 
ed bv us and to the best of our 
knowledge and belief is true and 
correct. 
LEO N A RD C 
W E B B E R 
52.400.00 
FRA N K A. DAWSON 
JOHN T. H A LL 
Directors 
5.890.872.70 
State of Ohio County of Co­ 
lumbiana ss: 
Sworn to and subscribed be­ 
fore me this 7th day of Janu- 
271.314.91 arv, 1964 
MARION M HO RGER 
(Seal) 
Notary Public 
Mv commission expires Aug 
21. i968 
E. L. Review. Jan. ll, 1964. 


EMPLOYMENT____ 


8 
MALE HELP WANTED 


D E S I G N E R S 
D R A F T S M E N 
With experience in any 
of the following areas: 
Electrical 
Architectural 
Structural 
Instrumentation 
Mechanical 
Piping 
Dust Collection 
M U S T 
MF. 
W IL L IN G ' 
T O R E L O C A T E 
Send Detailed Resume 
to: 
G. Victor Hopkins 
ARTHUR G. McKEE 
& CO. 
2300 Chester Avenue 
Cleveland I, Ohio 


MANAGEMFjNT 
TRAINING 


L E A D S T O 
E X E C U T I V E C A R E E R 
IN F IN A N C E 


G ro w th — this corp o ratio n s d y n a m ­ 
ic and constant g row th 
is the 
reason 
why 
se ve ral 
young 
m en 
today have this unique opportun­ 
ity to m ove up q u ic k ly to a m a n ­ 
agem ent 
position 
in 
consu m er 
fin an ce 
H F C ’s 
E x e c u tiv e 
T r a in ­ 
ing 
P ro g ra m 
leads 
d ire c tly 
to 
branch m an ag ersh ip 
E a r n a good 
s a la ry w hile train in g 
No selling, 
interesting 
w ork, 
expenses 
paid. 
F rie n d ly 
co-workers, 
outstanding 
em ployee 
benefits. 
the 
secure 
future 
you w an t 
w ith 
A m e ric a ’s 
oldest 
and 
largest 
consu m er 
fi­ 
nance com p any. Age 21 to 28. some 
college 
p re ferre d 


H O U S E H O L D 
F IN A N C E 
C O R P O R A T IO N 
527 W A S H IN G T O N ST. 


_ _ 
SATURDAY, JANUARY t i , PHU 


BUSINESS NOTICES 
! 
BUSINESS NOTICES 


19 
BEAUTY SHOPS 
25 
PLUMBING-ROOFING 


S P E C IA L P E R M A N E N T *6.50 
M A C K A L L B E A U T Y S A L O N 
I C O F 
B ld g 
on 6th St 
F U 5-5275 
Dorothy's Beauty Shop 
Little Bldg. 
FU 5-4343 


M E R L E N O R M A N cosm etics Studio 
Fre e 
expert 
beau ty 
guidance 
M rs 
N e ll U lb ric h . 118 E . A d am s 
SI . E ast P a le stin e . O 
G A 6-3.7(14 


20 
G E N E R A L R E P A IR 


F R O Z E N W A T E R L IN E S T H A W E D 
A N D P O R T A B L E W E L D IN G 
G 
R O P IN G 
E V 
7-1908 


F A B R IC A S E W IN G C E N T E R 
S E W IN G M A C H IN E S S E R V I C E ON 
S IN G E R 
W H IT E 
and 
a l l 
others 
S T R A IG H T or Z IG - Z A G M A C H IN E S 
511 M arket St. 
F U 5-9149 


G U A R A N T E E D P A R T S — S e rv ic e all 
M akes lau n d ry equipm ent, 
home 
refrig eratio n 
L ive rp o o l A pp lian ce 
R e p a ir 
209 R a v in e St. F U 5-2193 


W A N T E D G E N E R A L H O U S E W IR - 
INC. 
A N D 
P L U M B IN G 
F R E E 
E S T IM A T E S . C A L L 386-5155 


A L L E N W E L D IN G CO 
C A R I, 
A L L E N 
Pro p rie to r 
200 V e rn ia St . Beech w o od F U 6 05P8 


Bag s 
B e lts and cords for all m akes 
of V acu u m C leaners. 
Hoses tall makes) $4.95 


FILTER QUEEN 
of E a s te rn Ohio 
319 M ark e t St 
C a ll 386-5625 


G U A R A N T E E D 
P A R T S 
service 
for all m ak es television, re frig e r­ 
ators. 
radios, 
sw eepers, 
w ashers 
and 
irons. 
H A N D Y S A L E S • S E R V I C E 
117 VV 
6th St. 
F U 6-5033 
Floor Sanding 
N E W 
F L O O R 
A N D R E F IN IS H IN G 
H 
F 
W O T R IN G 
F U 5-1760 


D E P E N D A B L E W A S H E R 
1 'E P A ’ R 
R E B U IL T W A S H E R S K O R S A L E 
C A L L A N Y T IM E 
L E 2-2190. 


S e rvic e on all M a jo r Household A p ­ 
pliances 
C a ll u s 1 
Wellsville Appliance 
331 M ain St. 
I E M M I 


21 
ELECTRICAL REPAIR 


None 
ANNOUNCEMENTS 


IN MEMORIAL! 


None 


IN loving m e m o ry of Dessie Stoffel. 
who passed a w a y I y e a r ago today 
Ja n ll. 1963 
S h e s a shining sta r 
in heaven tod ay for God 
Bu t she ll 
a lw a y s he a je w e l in our h earts 
M other, d au g h te r and son 


3 
CARDS O F THANKS 


None 
3.086 67 


W E w ish to ih a n k our m an y friends, 
nursing 
personnel of C ity 
H o sp i­ 
tal. 
and 
neighbors 
for 
t h e i r 
thoughtful 
acts 
of 
kindess. 
flo w ­ 
ers. and ca rd s of sy m p ath y d u r­ 
ing the passing of our dear d a u g h ­ 
ter R oberta Ann t Bobbie I T h an k s 
to R ev Je n n in g s, and R e v 
Kam p- 
m e ye r 
Also 
the 
A m e l 
F u n e ra l 
Hom e 
T h e P ic k e n s F a m ily . 


4 
FUNERAL DIRECTORS 


your se rv ice 
D A W S O N 
F U N E R A L 
215 W est 5th St. 
H O M E 
F U 5-1010 


pointed 


Extradited \\ omaii 


Fare?* Kidnap Trial 


C LEV ELA N D «AP) 
Mrs 


Labor I Ilion Suing 


Fo r Breach O f Fart 


CINCINNATI 
t A F* i 
A labor 


26-month battle against extradi- Casting 
tion. was on her way back to 
Monroe. N C , tod av to tate trial 
on a kidnaping charge 


963 
C av* 
No 
59620 
L O U IS T O F IN 
Prob ate Ju d g e of sa d C ount) 
L a w re n c e VV 
Sm ith . A tto rn ey 
E L 
Review 
Ja n 
4 
l l , in. 1964 
N OT ICE O f 
A P P O I N T VIL VI 
R evised Code 
Se c 
2113 08 
F.state 
of 
Je n n ie 
A 
Slo an 
D e­ 
ceased 
N otice is hereb y g u e n that WD- 
,,, 
„ ... 
. 
ham 
W ills 
Sloan 
of 
514 
Ja c k s o n 
od over to Sheriff D S Griffin Workers Union 
The CAW ac- s' 
East Liverpool ohm ha 


Co , 
Wilmington, 
for 


$36,161 
for alleged breach of 
contract 
The snit was filed in V . S Dis- 


viduals. 
partner­ 
ships. and corpor­ 
ations 
Deposits 
of 
United 
States (J o v e r n- 
m e n t 
< including 
postal savings) 
Deposits 
of 
States 
and political sub­ 
divisions 
Deposits of banks 
Other deposits (cer­ 
tified and officers’ 
checks, etc ) 


4-B 
FLO W E R S 


, „ - ..... 
W H E N von ca re enough send flo w - 
4,605.622 JO 
<>i; 
from 
R iv e rv ie w 
F lo rist* 
A n ­ 
derson B o u le v a rd F U 5-5714 


5 
SPECIAL NOTICES 


F O R E IG N E M P L O Y M E N T in fo rm a ­ 
tion 
C onstruction , other w ork pro­ 
jects. 
Good 
payin g 
o verseas 
lobs 
w ith ex tras 
tra v e l expenses. W rite 
only 
Fo reig n S e rv ic e B u re a u . D ept 
289, B rad e n to n B e ac h . F lo rid a 


9 FEMALE HELP WANTED 


B A B Y S I T T E R 
w anted 
in v ic in ity 
of low er 
V ine 
St 
O ld e r w om an 
p referred 
Phone a fte r 3 30 p rn 
.385-3350 


W A N T E D 
E x p e rie n ce d 
shirt 
p re s­ 
ser for cabinet shirt 
unit 
A p p ly 
T ro y 
C lean ers. 
139 
R a v in e 
St 


G I R L E X P E R I E N C E D IN G E N E R 
A L O F F I C E W O R K S H O R T H A N D 
A N I) 
T Y P I N G 
R E Q U I R E D I 
K N O W L E D G E 
O F 
B O O K K E E P 
IN G H E L P F U L 
W O R K 
IN C A L ­ 
C U T T A 
A R E A 
R E P L Y T O B O X 
W I. 
IN C A R E O F 
R E V I E W 


W A N T E D 
W o m an clean and re 
liab le to do housew ork and ch ild 
ca re 
C a ll E V 7-1240 


M ark e tin g rese arch telephone in te r­ 
v iew in g from yo u r hom e 
extier- 
tence only 
A p p l) 
State 
E m p lo y ­ 
m ent 
B u re a u . 
W ed . Ja n . 
15 
It) 
a rn. to 4 
p m 


WANTED 
EXPERIENCED 
BOOKKEEPER 
F O R L O C A L A U T O A G E N C Y 
I N T E R E S T E D P E R S O N S C A L L 
E V 7-2955 
F O R 
P E R S O N A L 
I N T E R V I K W 


174.213 97 


1.001.115 23 
910 91 


62.383 14 


The 35-year-old negro woman trict Court Friday by Local 758 
from Brooklyn. N Y , was turn- of 
the AFL-CIO United 
Auto 


of Union County. North Caro (used the foundry of refusing to ^ 
ofPfjenme f 
lina. and his deputies Friday grant vacations or vacation nay u,p 
. 
. 
. 
. 
. . 
Cour 


A 
of E a s t L iv e n 


night 
at 
a 
motel 
at 
nearby to employes last year in viola- ' c r e d i t . .ie req 
Brunswick where they had plan- lion of a two-year contract sign- tc(la1'rm 
nod to spend the night 
<‘d on Nov. IO, 1961 


of thr 
riecPH 
o!u un tv 


The transfer was not sched­ 
uled to take place until today, 
hut Sheritf -James .1 McGettrick 
of Cuyahoga County decided to 
make it Friday night because of 
several 
threatening 
telephone 
calls he had received 


L E G A L NOTICES 


N o d 


M o tlier ( If ii < .barged 


VV itll K illin g H usband 


M ARIETTA. Ohio 
\F’ i 
Mrs 
Mice 
C 
Bailey. 
40 - year-old 
mother of eight children, has 
been charged with first degree 
murder in the fatal shooting of 
her husband 
Donald K Bailey, 43, hied to 
death F riday on the front porch 
of the couple s home near Bel- w 
pre after a 
22 caliber bullet 
crashed through the door and 
struck him 
Washington County 
sheriff's 
deputies said Bailey was trying 
to get his wife to open the door 
aHer returning home later than 
; na I 
from 
his 
night 
watch­ 
mans job 


linltnn Raps Jnbn*nn. 


D em o crats In M o ille 


WASHINGTON (A P 
Repub­ 
lican Rep Oliver IU Bolton of 
Mentor. Ohio. has accused the 
I n h n s o n administration and 


H o u s p 
Democratic 
leaders 
of 
what amounts to a concerted ef- 
ort to downgrade the legislative 
'ranch of government 


Ct III It 
V O T H I 
is hereby given that on De 
cern tier 31. 1963, an app lication was 
filed 
by W T R F - T V . 
In c . 
w ith the 
F e d e ra l 
C o m m un ications 
C o m m is­ 
sion seeking au th o rity to construct 
a 
new 
television 
tran slator 
station 
in E a s t Live rp oo l. Ohio 
The output Reane.v of B 
channel of the proposed faeilitv w ill Ohio. has be 
I»e 
C hann el 
6 
w ith 
a 
pow er 
of 
I 
m tnistrato 
att tran sm itter output powei 
and of 
the 
E 
tra n sm u te ! 
w ill 
l>e 
located 
at deceased 
C hester. tVest V irg in ia 
Upon grant Colum biar 
of this app lication . 
W T R F - T V , 
Inc 
C red itor 
intends to reb road cast the signal of claim s 
Statio n yen R F -TV C h an n el 7 yVheel 
mg 
W est V irg in ia 
E 
L 
R eview 
Ja n 
I L 1964 


V o l It K O I 
X P I'O IN I M I V r 
R evised Code. Se c 
2113o8 
E s ta te of Leslie 
M 
B e attv 
De 
ceased 


ii rd to file thel 
s 
w ith 
said 
fid u c ia ry 
v\ ithu 
m onths 
Dated this loth dav of Deco 
1963 
C ase No 
59527 
L O U IS T 
Prob ate Ju d g e of said ( 
fr a n c is H 
Lan g 
Attornev 
E 
I 
R eview 
Ja n 
4 
I L H 
"'61 


iber 


R IN 
jntv 
None 


the 


M i l IC E O L A !* l* O I\ T M I V I 
Revised Code 
.'c c 
2113.08 
E sta te 
of 
H e rb e rt 
B a rk e . 
Dr 
ased 
N otice Is herchv 
’ iv en that J 
\ 
2 
K a -I L iv e r p ool, 
x'cn d u lv appointed Ad- 
W ith the W U; Annexed 
ate 
of 
-t a r ne • 1 
B ach el 
late 
of 
E a s t 
Liverp oo l, 
i C ounty 
Ohio 
s are req u ired to file their 
Uh 
said fid u c ia ry 
within 
four 
months 
D ated 
this 
17th 
dav 
of 
Dei e n 
ber, 
1963 
C ase No 
59577 
L O U IS T O F.IN 
Prob ate Ju d g e 
of said Countv 
W 
E 
D u nlajv A ttornev 
E 
I 
Review 
Ja n 
4 
11 
18 
1964 
N otice i* hereby given tha 
R ich 
M U K I 
ard 
( ' 
H augh 
of 
631 
M au l 
St 
Rev iv 
W e lls v ille 
Ohio. 
ha* been dnl. 
ap 
E sta te 
pointed 
A dm ini!strator 
w itn 
t h e 
Deceased 
Notice I 
W ill Annexed of 
the E 
ate of 
Le* 
lie 
M 
B e a tty . 
deceased, 
la! « 
of 
G rafto n o: 
W e lls v ille 
Col um bidua 
Co linty. 
Live rp oo l 
pointed F 
C red ito rs are r eq uited to file 
their 
W illia m 
t 
cla im s 
w ith 
said 
fid u c ia ry 
w, unin 
of 
E ast 


o f 
W M ’O IN I vt I N I 


hereby 
509 O at 


G rafto r 
I averp ! 


the 
dec 


A v e 
East 


E s ta te of 


TOTAL 
D EPO SIT S 
12.159.646 44 
(a ' Total demand 
deposits 
7.154.023 91 
(hi Total ’ime de­ 
posits 
5.005.622 V, 
Mortgagt s or tither 
liens. 
N o n e 
on 
b a n k 
premises 
and None on other 
real est alt* 
Rediscounts, 
a n d 
other liabilities fur 
borrowed money 
Acceptances execut­ 
ed bv or for ac 
count ot this bank 
and outstanding 
Other liabilities 
TOTAL 
L IA B IL IT IE S 
12.441.832 91 


C A PIT A L ACCOUNTS 
Capital 
ai 
Com­ 
mon 
stock, 
total 
par v a I u e 580.- 


000 OO 
(bi 
J’ r e f e r red 
stock 
I fit al 
par 
value None i 
(Total 
re n ta b le 
value None i 
ic) Capital notes 


IN C O M E T A X 
Item ise your deductions 
business 
or personal 
M onthly 
bookkeeping 
se rvice 
C liffo rd P a y n e 
F U 6-467(1 


F O R M A L W E A R for all occasions 
Tuxedo 
r e n t a l s 
$5 
A R R O W 
P A N T S S H O P F U 5-1835 


IT P A Y S T O C A L L 
AN 
E X P E R T 
Get voiii 
va lu ab le s 
rem odeled 
I 
and rep aired 
The reduction in dry , 
cleaning is still going 
on at 
SAM GORDON’S 
631 Dresden A ve. 
F C 5-1012 


D ated this 18th dav of D ecem b er 


59584 
rate J 
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I 
Rev i 
v o I it I 
R evised 


L O I 
ntv 
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A ittrn e 
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\ PIM ll V I M E N r 
rte 
pc 
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h aid B 
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De 


■ 
re q 1 
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C ount) 
Oho 
Creditors 
th e ir 
cla im s 
I O B IN w ithin tom 
months 
Dated thi* 16th Has < 
1963 
C ase No 
59401 
I I 
Prob ate Ju d g e of 
J 
E 
B au k n ech t. 
Atte 
E 
I 
Review 
Ja n 
t 
IR 
lf 


Notice is hrrohv 
given thai 
R e " 
va Sm ith of 
P a rk B o u le v a rd . E a s t 
L ive rp o o l 
Ohno. ha* been dulv a 
i'Hinted Kxei utrix of the E s ta te of 
R ic h a rd H 
Si luth 
deve,i*pd 
late of 
E a s t 
l.ive rp o sri 
( "lu m in a la 
( min 


( 
edltm * 
ai e 
>■'i 
>*d 
to 
f iIe 
th e ir 
cla im s 
with 
fidu ciary 
w ith in four nmoth* 
D ated this 
lith 
rn. of D ecem ber 
1963 


\ PI M ll V I M ’ VI 
Ic 
sec 
2113 08 
ii I 
A sh n au sh 
I 


VOT M f 
O I 
Revised Co 
E s ta te of H eir 
ce.) sod 
N otice I* h c e b v 
given Clar 
\ 
rev I. 
Jo h n so n of 724 Sophia si 
E a s t Live rp oo l. Ohio 
ha* beer ii i 
appointed A d m in is tra trix of the I 
tate 
of 
H elen 
I 
A sh b au g l 
I 


. int v 
P ro b a te Ju d g e of 
R ic h a rd G 
Herndon 
Attornev 
W heeling, 
W 
Va 
F. 
I. 
R eview 
Ja n 
4 
ll, n 
HHH 


M U K I 
O f 
\ I MMU V T VI I N I 
R evised Code 
Sec 
L l ; . 08 
_ 
. 
, 
E s ta te of Ja m e s P 
Pm ers aka 
B o lto n s a id th a t t h e y h a v p dc- james p 
Po w e i 
D eceased 


l y r a t e l y 
d e c e iv e d 
(h e 
p u b lic J - * ™ 
S 
V 
i S 


in to 
th in k in g 
th a t 
im p o r t a n t 
m oor. 
E a s t L iv e rp o o l. 
O hio 
h a S 
i 
, . 
, 
. 
i 
i 
i 
i 
been 
d ill) 
appointed 
E x e c u trix 
>f 
1 _ 
d. ion h as b e e n h e ld up by 
(he E s ta te Of Ja m e s P 
P o w e rs aka 


ceased 
late 
of 
W e lls v ille 
biana County. Ohio 
C red itors are req u ired to f 
cla im s 
w ith 
said 
fid u c ia l) 
L O I iv 
L O R IN four 
m onths 
D ated this Lith dav of D c 
1963 
Case No 
59594 
L O U IS 
Prob ate Ju d g e of said 
F ra n cis H 
Lan g 
A ttornev 
E 
I 
Review 
Ja n 
4 
11 
V O T H I 


limn 


a n d 
debentures 
None 
Surplus 
Undivided profits 
Reserves 
and 
re­ 
tirement 
account 
tor preferred cape 
tai - 


TOTAL CAPITAL 
ACCOUNTS 


TOTAL 
LIABILI 


FISHER Pest Control 
G u a ran te e d Pigeo n C ontrol 
F U 5-5720 
E v e 
F U 6-6721 


F O R prom pt F U L L E R B R U S H s e r­ 
vice 
drop a Im e to Box X-O. c o 
T h e R e vie w 
___ 
Fin all lo u r m e d ic a l oxygen needs 
call 
( A H R 
M E D IC A L O X Y G E N 
S A L E S 
F U 5-9029 
A N T IQ U E F u rn itu re R efin ish e d 
A L L W O R K G U A R A N T E E D 
The CHINA CLOSET 


175 C a ro lin a A ve . 
C hester, ye 
V a 


N o n e t e l e p h o n e 
a n s w e r i n g 
s e r v ­ 
i c e 
W h e n 
you re 
out 
w e re 
in 
For 
rates 
and 
in form atio n , 
c a ll! 
.386-6390 
U N G E R 
A N O 
S O N S 
up holsterer* 
fu rn itu re re p a irs 
Custom b u i l t 
sofas 
C a ll 
F U 5-4751 
M en 
and 
w o m e n ’s 
alteratio n s. 
trousers, su its custom m ade 
Leo s Fine Tailoring 
13 7th st 
M id lan d . Pa 
M I 3-7938 


N T B O N E 
e x citin g ly 
new 
and 
d if­ 
ferent 
T an g o 
step-in 
g ird le 
E U 
5-7093 


C U S T O M 
B U I L T 
f U R N l T U R E 
M A D E T O O R D E R 
T H E 
U P ­ 
H O L S T E R Y S H O P D IA L L E 2-1020 


T U X E D O R e n ta ls $7 
Pow d er 
blue 
coat ren tals 
Q 
D c E ra n c e s 
Phone 
S te u lie n v ille A T 2-4871 


IN V A L ID E Q U I P M E N T 
H osp ital 
beds 
w heel 
c h a i r s 
w a lk e rs , 
crutches 
F O R 
R E N T 
or 
S A L E 
B l.O O R S 
H E A L T H 
C E N T E R . 
Kilt) 
P E N N A 
A V E N U E . 
E A S T 
E N D 
D ia l F U 5-3481 
C arp et 
and 
up holstery 
m ach in e 
cleaned 6c a sq u are foot 
c a ll 
I.O U IS W A R D 
F U 5-2567 


None 


282,186 47 


580. (MXL OO 


.000.000 OO 


899.036 41 


N one 


EMPLOYMENT 


* 
M U C H E IT H A STED 


W A N T E D to lease tra cto rs or ti a c ­ 
tor* and 
tra ile rs to run our s y s ­ 
tem 
S te a d ) 
w ork 
good 
pay 
Contact 
P r e T a i ' T ran sit ( o 
Li28 
Albert 
Stre et 
Youngstow n. 
O hio 
Phone 747 2641 


2.479.036 41 


T IE! 
TAL 
AND ( ’API- 
\('( ’OU NTS 


Insurance Agents 


W e need 
5 
m en by 
Ja n 
15th 
to meet - iii quota 
No dpbit. no 
can vassin g 
W e 
w ill 
fu rnish 
_ « 
qu alified leads 
F o r appointm ent 
14.920.869 32 
dial 
tat; 6. ti ta 


W A N T E D 
B a b ) 
sitter. 
18th 
St 
H eights 
W e lls v ille , 
o ver 18 
C a ll 
5.32-4206 


IO 
MISC. HELP WANTED 


W A N T E D 
m id d leaged 
m an 
or 
couple, 
for w ork at S O I 
Hotel 
W e lls v ille 
F re e room . sm a ll sal- 
I 
a ry 
('a ll L E 2-2737 


Men and Women 
Immediate Opening' 


W e 
are 
taking 
ap p lication s 
to 
fill a v a c a n c y in this area 
Jo b 
consists 
of 
s e rv icin g 
existing 
accoun ts 
and 
establishing 
new 
ones 
A p p lican ts m ust be 25 or over, 
have ca r. neat ap p earan ce, good 
ch a ra c te r. 
* 


Call FU 5-9803 
For Appointment 


T2 
SITU MION WANTED 


W A N T E D 
H O U S E W O R K H Y T if f ; 
D A Y 
F O R IN F O R M A T IO N C A L I. 
F U 6-5021 


W I L L 
in stall 
a ll 
t)|M-s 
w a ll 
and 
floor 
tile, 
inlaid 
linoleum , 
fin ■ 
m ica 
sink 
tops. 
15 
ye a r* e x p e r­ 
ience, 
free e stim a te s 
L E 2-3916 


W an te d 
p ainting and 
light 
hauling, 
reasonable. 
C a ll 
386-4792 


A lu m in u m 
siding 
R e p a ir* 
A ltera 
turns 
E a r l R 
Brnadi>ent 
G e n e ra ! 
C o n tracto r 
B lo o m fie ld 
F U 5-2958 


Position 
w anted 
bv 
re lia b le 
lad ) 
experien ced, 
ca rin g 
for 
infants. 
ch ild ren, e ld e rly (ample 
No obiec- 
turn to cooking 
D u ), w e e k !) rates 
R efe ren ce s ex changed 
385-0821 


L IG H T H aulin g and C lean in g of all 
kinds 
Also sh ru b b ery 
trim m in g 
F U 5-3942 
W I L L clean ce lla rs, haul trash and 
other 
light 
hauling 
R eason ab le 
rates 
D ia l 386-4800 a fte r 4 p 
in. 


Rem od eling and s m a ll building lobs 
done, reasonable, (dum bing, lo o t­ 
ing 
hardw ood flooring 
FIT 6 5839 


G e n e ra l 
housevv iring 
and 
p lu m b ­ 
ing 
reasonable rates, free e s ti­ 
m ates 
C a ll E V 7-1974 
L IG H T 
H A U L IN G OT 
A N Y 
K IN I) 
R E A S O N A B L E 
R A T E S 
C A L L 
F U 
5-2167 


C a lie n te ! 
w ork 
painting 
rem odel 
mg, 
any 
tvi>e 
F U 5 1018 


14 BUSINESS OPPORTUNITY 


R E T A I L 
g ro c e ry 
store 
in 
Law 
re n ce v illc 
Doing a fine business. 
►'or 
sale 
reaso n ab le 
E V 
7-1467. 
E V 7-1326 atter 5 to p 
rn 


INSTRUCTIONS 


15 SPECIAL INSTRUCTION 


HOUSE WIRING 
Fre e estim ates. 
F U 6-4637 


21 A 
TY SALES-SERVICE 


Higgins RadioTV 
Im blaw B u ild in g 
F U 5-3245 


FARNSWORTH TV 


CLINIC 


Zenith-Color-Admiral 


W E S E R V I C E A L L M A K E S 
T V S 
R A D IO S 
21’’ 
P IC T U R E T U B E 
IN S T A L L E D $29 95 
F O R L O W E R P R I C E S 
B R IN G 
IN 
Y O C H 
R A D IO . 
T E I [ V I ­ 
S IO N 
P H O N O G R A P H . 
T A P E 
R E C O R D E R 


DIAL FU 6-6591 
HTH 
A N D 
B R O A D W A Y 


‘ Chuck TV Sales 
and Service 
603 St. C la ir A v e 
FIT 
5-3907 
B & L TV SERVICE 
Y o u r A uth orized A d m ira l D ealer 
Rt 
170 - T O W A R D C A L C U T T A 
A N T E N N A S E R V I C E 
F U 
5-3503 
JAN UARY SALE 
E n tire 
stock 
greatly 
reduced 
Com e 
iii now 
and save 
W E S E R V I C E A U , M A K E 
KAPP RADIO & TV 
Y o u r A u th orized M otorola D ealei 
I 131 
E 
4th St 
F U 
5-;«77 
Holland T. V. Service 
F U 5-5685 
I6„ R A V IN E S T 


C H E S T E R 
D IS C O U N T 
T V 
L o c a l 


PAUL KA PP 
D u rn P u m p Sales Sc S e rvic e 
Plu m b in g. D ia l F U 5-3485 
_ 
Septic Tanks 
Cleaned Clean 
*35 One C h arg e S e rvic e 
Electric Sewer Service 
RICHARDS 
S A N IT A R Y 
S E R V I C E 
D ial F U 5-4571 


S A Y 
G O O D B Y E 
T O 
. 
. 
S E P ­ 
T IC T A N K T R O U B L E S 
H E R E S 
T H E G U A R A N T E E A N S W E R 
Sea-Ca I 
6 T R E A T M E N T S *2.50 
M ILLIGAN ’S 


320-328 Sm ith St. 
F U 5-2000 


P U M P S and w a te r system s 
W e sell 
the 
best 
and 
se rv ice 
the 
rest 
M on ty M 
G rim e s. F a c to ry tra in ­ 
ed 
E Y 
7-2367 
a n y t im e __________ 


C A L L E D M A L E S 
P L U M B IN G A N D H E A T IN G W O R K 
R E A S O N A B L E 
D IA L F U 5-1502 


W A N T E D 
R O O F IN G . 
S P O U T IN G 
G U T T E R R E P A I R S 
C A LL, 386-4941 
R 
I, 
G R I F F I N 
Roofing Spouting. G u tte r R e p a ir 
G le n m oo r 
C a ll K U 5-56*1 


A L 
H IS S O M 
R O O F 
R E P A I R 
CO 
Sh in glin g 
Slating . T in in g. G attei 
and 
downspouts 
Rem odeling. 
Ph o n e F U 6-4796 
SHOW SANITATION 


Se p tic 
tanks, 
outside 
toilets and 
sew er lines pum ped and cleaned. 
FU 5-8886 


N e w 
roofs 
and 
rep airs, 
all type 
siding 
— 
all 
types 
carp e n ter 
w ork. 
hon-*- 
p ainting, 
tree 
trim ­ 
m in g. 
fu rnaces 
installed. 
also 
plum bing. 
Donovan Contracting 


D ial E V 7-1042 


F O R 
E X P E R T 
S E R / IC E 
C A L L 
S A N F O R D P L U M B IN G 
D I X O N V IL L E 
F ' T 
6 51"1 


25-A 
H E A T I N G S E R V I C E 


E X P E R T R F .P A I R 
C L E A N IN G 
F re e e stim a te s—G as. 
O il. 
Coal 
F u rn a c e s 
Also food 
used 
fu r­ 
naces for sale 
Siding -In su latio iy 
Tri-State Appliance 
409 M a rk e t St 
F U 5-0310 


Y O U N G 
A N D 
H IC K S 
H E A T IN G 
A N D 
P L U M B IN G 
21 
Y E A R S 
F. X P E R I E N C E 
24 
H O U R S 
S E R V I C E 
C A L L F C 5-3528 
__ _ 


G A S , O IL , CO A I 
H E A T IN G 
SCHELL'S 


QUALITY SERVICE 


S IN C E 1930 
301 Pen n a 
A ve 
F U 5-9)29 


S a v in g F u r l Is our busine** 
A fte r hour em erg en cy 
S e rvic e 
i Phone 
in 
tru ck s I 


house ca lli 
E V 7-2539 
S3.OO 
C a ll Roy F e lly , 
F a s t se rv ice 
ROSS TV 
S A L E S and S E R V I C E 
Z E N IT H C O L O R T V 
M A Y T A G L A U N D R Y E Q U IP M E N T 
P a rts in Stock 
T V antennas in stalled, m oved. 
C all us tor tree estim ates 
315 C aro lin a A ve 
E V 7-0554 
Next to H e re tic ’* D rug Store 


24 
PAINTINCi-Paperhanging 


CLIFFORD SMITH 
Pain tin g 
U nion Shop 
E V 7 1088 
HOLLIS LOGUE 
P A IN T IN G A N D D E C O R A T IN G 
Spray w ork Am oles 
U N IO N S H O P 


24 HOUR 


SERVICE 


W e c a rry in stock controls, and 
re jia ir part* for all m akes and 
m odels of coal, ga* or oil fu r­ 
nace* 
Com plete b u rn er service. 
SMITH 


HEATING 


We Sell The Best 
Repair The Rest 


Iron Fireman Dealer 
l r W e lls v ille 
L E 2-1431 


FURNACE FAILURE 
C A E I. 
U S 
O il 
and 
ga* b u rner 
s e rv ice 
F u rn a c e * 
roofing 
and 
tinning 
M O D E R N 
H E A T IN G 
A N D S U P P L Y C O 
L E 2-376i 


B ill B a rlo w 
F u rn a c e R ep air. 
O il fu rnaces our s o c ia lly . 
F U 5-5170 


ystem 
F U 6-4321 
CHRIST PA LLIS 
In te rio r- E x te rio r P a in tin g 
D e c o ra t­ 
ing 
and 
sp ra y in g 
of 
all 
kinds 
Union shop. F U 5-50341 
A lbert Cunningham 
F o rm e rly 
w ith M u llig a n A W il­ 
liam son 
In te rio r, ex terio r p ain t­ 
ing 
U nion Shop 
D ia l F U 6-5373 


F iv e sa lab le a rticle s are stored 
a w a y in the a v e ra g e home and 
n e ve r used 
M ak e a su rve y of 
your 
own 
attic, 
g arag e, 
base­ 
m ent and closets 
Dust off your 
store-aw a ys 
and 
change 
I hem 
int!) 
c ris p 
new 
d o lla rs 
T h ere 
never w as a boltel tim e to sell 
through a 
R eview 
W an t 
Ad. 


5 
SPECIAL NOTICES 


27 


MERCHANDISE 


(■OOI) CHINOS TO KAT 


F re sh eggs, apples, hom e d re ss­ 
ed 
(link. 
custom 
butchering* 
freezer 
se rvice 
B e e f 
by 
tile 
q u arte r 
Hog* w hole or half 
Carter’s Farm Market 
C a ll R og ers ( ’A 7-3343 
Papania Farm Market 
A pples 
cabb age, 
potatoes, 
fro h 
veg etab le* 
I 
m ile 
cast 
of 
E ast 
t a irfie ld on Route 558 
New W at 
Orford 
G le n d a le 7-2134 


T O W N 
A 
C O U N T R Y 
F O O D 
CO 
O F F I C E 
NOW’ 
L O C A T E D 
2307 S t 
C la ir A ve 
:i85-9802 


A lw a y s rem em b er w ant ads when 
you have som ething to sell 


5 
SPEC IA L’NOTICES 


■ ■.aire.a6.4s.rf 
IT S AS SIM PLE AS 
A-B-C 


W H ERE TO GET IT! 
WHO CAN DO IT' 
BUSINESS GUIDE 
IS A GOOD GUIDE TO 
Reliable Merchandise and Services 


( l l 
U M N U S I V I I S I 
Re 
E s ta t 
■ased 
Nota* 
ah W 
mg* 


>de 


B l 
>|>ei 


3 
ma! hand of obstructionists 
Hr based the statement on a 
recent public opinion poll indi­ 
cating a growing belief on the 
part <i! the public that congress 
was responsible for stalling any 
attempt to resolve the nation s 
most pressing problems. 
I 


fam e* P 
Pow er 
deceased 
i3 ie of Ohio 
6. 
E .i*t L ive rp o o l, C o lu m b ia n a County, eru toi 
ni 
ihe 
K*t.i 
Ohio 
C a rro ll, deceased 
I 
( 
ed ito r* 
a 'e 
re q u ire d 
to 
f i l e erpool 
C o lu m b ia' 
•neii 
elan- * 
w ith 
said 
fid u ciary 
C red ito rs are ie 


Mi: 


tv en that Ju s 
Putter s Say 
ast Liverp ool, 
appointed Ex- 
of L illia n 
K 
r* of E r s t lay 
( 'mint > 
( Int" 
cd to tile (Heir 
v 
vv’thin 
w ithin four m onths 
rla im s 
w ith 
said 
fid u cial 
Dated 
tm* 
Urth 
d a y 
of 
Decern- four 
m onths 
be- 
196; 
D ated this lit h d ay of D oce 
- ase 
N'i 
59609 
I O U IS T O B IN 1963 
JU 
'a ti.age of s u d 
County C ase No 
5959) 
L O U IS 
T O R ’ X 
la n e* I 
M c S u e e n e y , 
P ro b ate Ju d g e of said 
County 
Attornev 
Jo se p h W 
C 
C ooper 
A tto rn e , 
h 
L 
R e v ie w . Ja n 
I 
' 
1964. 
E 
L. Review 
J a n 
I, l l , 18, D ot 


MI MOK W HA 


t o b i n Assets 
pledged 
or 
assigned to secure 
R cis! 
liabilities and tor 
other purposes 
2.213.155,99 
De 
a l Hedged assets 
and 
s e e u r i ties 
loaned 
'L I 
S (lovern- 
rnent obligations, 
direct and guaran­ 
teed. pledged 
to 
secure d e po sits 
and 
other liabili­ 
t y 
1.384.418 15 
i ii 
Oiher 
assets 
pledged to secure 


MACHINISTS 
MACHINE 
OPERATORS 
W ELD ER FITTERS 
M ust 
read B lu e prints 
A p p ly in per*on 
FO RD EES CORP. 
L E E T O N I A 
O 


N E E D 
I 
m en 
to 
com plete 
*,ile* 
force 
P e rm a n e n t position 
G o n d 
incom e 
F o r in terview 
385-9802 
W an ted 
salesm an 
to 
sell 
kitch en cabinet* 
W rite 
Box 
V6 
c-o 
Review 


H a ve 
you 
a two-car g arage 
and 
no place 
t» keep your c a r oui 
of 
- the w e a th e r? Check over the 
lunk 
stored 
in 
the 
g arage 
decide w hat 
you don't w a n t and sell the surp lu s 
through R eview 
W ant Ad 
Ola 
iou 
4545 


N IG H T 
school 
changed 
E ve n in g 
classes 
M on d ays 
and 
W e d n e s­ 
d ay* 
New 
lei rn 
startin g -lap 
6 
A ll busine** subject* taught 
Ohio 
V a lle y 
Bu sin ess C ollege 
('a ll F U 
5-1070 


BUSINESS NOTICES 


17 
INSURANCE 


A PITTANCES 
Refrigerators. Radios 


LO W 
D O W N P A Y M E N T S 
B U D G E T T E R M S 
CENTRAL SERVICE 


N E W E L L , 
W 
V A 


W ashington St. 
E V 7-2955 
A 


DOLAND AGENCY 
IN S U R A N C E 
K U 5-2006 
F U 5-2998 


R E M 
E S T A T E 
O F F I C E 
E V E N IN G S 


Our 
M ore Th an 
Eittv 
Y e a r* 
Ex p e rie n ce in In su ran ce 
is yours for the asking 


UTO SAFETY 
G LASS INSTALLED 
C'wne to glass h e ad q u arters for 
m irro rs, plate glass arid window 
glass. 
VETERAN 
PLATE GLASS CO. 
224 B ro a d w a y 
K U 6-5722 
p L Y D E BENNET I' 
^ Plumbing-Heatir 


S E E O U R ' D IS P I AY O F 
COOPER 
F U 5-5011 
INSURANCE 
L it t le 
B ld g 


B O A T S .p|l (a *t if you i i *' 
view W ant Ad 
D ia l 385-4515 
Re- 


1752 Pen n a 
A ve 


Hour* 
In clu d in g 
W ednesday 
a A 
M 
to 5 P M 
I 
Satu rd ay 
8 A 
M 
to 12 N "o n 


lg 
thr 
e rr 
E S 
thr 


) 1566 
It... 


n REEKIE'S 
W AUTOMATIC 
I ransmission Service 


OI R 
S L I ( I M I ) 
\ i T O M A T K S 
15 
Year* 
E x [ie nonce 
IO !),, \ G u a ran te e 
R ebuilt* in Stock 


1625 P E N N A 
A V I 
L A S T E N D 


P O W E R MOWERS 
1 Repaired Overhauled 


W I L S O N 


Battery and Ignition Co 


Ignitn • 
S.yM ein W ork 


' 
!>" der 
Av» 
n ,, J U 5-7127 
W H Y SELL 
YOCH ROME 


Why 
be 
both* 
' 
■ 
■ • a d I n g 
k ■ 
' n Ii-ane at all hours? 
" 
mu I) w Uh us now 


Aon 


F U 5-0590 


SATURDAY, JANUARY ti, 13R4 


MERCHANDISE 
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MERCHANDISE 
MERCHANDISE 


28-A 
SPORTSMEN'S NEEDS 
31 
HOUSEHOLD GOODS 


.Johnson Motor Sales and Service 
East Liverpool Central Service 
142 West 7th 
St. 
K l' 
6-5670 42n 
M ercury Motor Sales and Service 
C E N T R A L M A R IN E 
7(Kt Dresden 
F U 
6-5873 
W E buy. sell, trade new and used 
rifles, 
pistols, 
shotguns 
Ojien 
daily 9 to 5;30; Tuesday 9 a 
rn 
till 9 p m 
G R E E N 'S IN M ID L A N D 
BOI Midland 
Ave 
M I 
3-2242 


20 Inch gas range $69 99 
F IR E S T O N E S T O R E S 
East 5th SI 
F U 5-4594 


35 
BUSINESS EQUIPMENT 
40 
MERCHANDISE 


PLANTS—SEEDS—Service 
FOR RENT REAL ESTATE 


50 
HOUSES 
FOR RENT REAL ESTATE FOR SALE REAL ESTATE FOR SALE REAL ESTATE 


51 
APARTMENTS 
158 PROPERTIES, City-Suburban 58 PROPERTIES, City-Suburban 


3 


B O B’S SPO RT SHOP 


1002 Penna 
Ave 
F U 5-5587 


29 Miscellaneous FOR SALE 


For 
everything 
in 
Hardware 
Needs it s 


Werkheiser’s Hardware 
Chester^ VL Va. _ 
E V 7-073.7 
Automatic Singer sewing 
machine 
makes button holes and ta n c v 
stitches without attachments W ill 
sell for $65 on 9 payments of SB 05 
ST A R VA C U U M 
Fulton 5-2446 
Kern Tone and Kem-Glo % price 
G L E N M O O R H A R D W A R E 
Open 9 if. ii 
I !■ 5 iROR 


v H IT K 
cabinet 
sink 
for 
a ale 
66 
inches 
long 
Price 
$35. 
Call 
K L 8-3961 
2 H P 
heavy duty electric motor. 
$35 Heavy gauge aluminum truck 
canopy, $35 
F U 6-5016 
F O R S A L E or trade 1957 Ford, ,7 
boy's bikes 
26 inch. 24 and 20 
inch 
5 hand National 109 short 
wave rereiver 
Elco vacuum tube 
volt meter, 
Elco capacitor sub­ 
station box; 532-2258 
C O RD 
W OOD $12 
A 
CO RD 
D F 
L IV E R E D C A L L DON H E N D E R ­ 
SON F U 5-1440 OR F U 6-6285 
2 W A T E R pumps, 
I shallow well 
pump, 
I deep well pump, prac­ 
tically new, i water tank, brand 
new. Call L E 2-3996.______________ I 
24 In 
Motorola TV. $60 
RCA hi-fi 
record player $40. 1949 Chevrolet. 
$50 
L E 2-4396 
__________ 
Stove fur sale and 
other merchandise 
Call L E 2-3925 
1,7 
G R U N D IG D E JU H tape recorder 
with 
hand 
operated 
dictaphone, 
good condition, 6 rolls tape. t>pe- 
writer attachments, $75 . 385-5391 
or 385-2255 after 6 
IC E and snow remover, detergent, 
menthenol, paint thinner, turpen- 
tine, linseed oil, cleaning and sol­ 
vent 
T ry sodium phosphate LA R 
Distributors F U 6-5084 
U s e d B IC Y C L E S 
repairing 
- 
parts for all makes Theodore Sell 
319 Garfield St 
Phone F U 5-7938 
H A N N A H 'S 
husband 
Hector 
hates 
hard work so he cleans the rugs 
with 
Blue 
Lustre 
Rent electric 
shampooer $1 
Milligan's 
L O V E L Y afghans various patterns, 
sizes 
Hats, hoods, 
stoles 
Quilt 
Luggage Hi ass smoker F U 6 6722 
W A H L 
electric 
hair 
cutting 
sets 
$7 RS 
complete 
outfit 
Outdoor 
Arm y Store 
112 East 6th St 
2 U S E D tx Kl x 
14. tubeless white 
wall winter t r e a d s 
Call F U 5- 
_18'27 
STO R E L IN E R A B Y C R IB 
IN E X CF. I I E N T CO N D ITIO N . 
C A L L L E 2-4761 


Birch Clipboards 


Cal! L E 2-2138 
U S E D 
T V 
S A L E 
Radios 
Tape 
Recorders Bicycle $8 W ill trade 
F IX IT S H O P P E 
732 St Clair 
Open till 9 


Winter Close outs 


All 
G A R D E N M A R K 
SNOW 
B L O W E R S 25% O F F 


Montgomery Ward 


F 
5th St. 
F U 6-460(1 


rooms 
of brand 
new 
furniture 
Executive transferred to another 
city and 
cannot 
take possession 
of new 
furniture 
8 piece living 
room. sofa. chair, cocktail table 
2 step tables. 2 lamps, 2 throw 
pillows. 
5 piece 
bedroom 
suite 
double dresser, m irror, chest on 
chest, bookcase bed. 2 lamps. 2 
pillows, kitchen includes 5 piece 
dinette set. dishes, stainless ware 
and a reconditioned General Flee 
trie refrigerator 
P a v only $3 OO 
weekly 
M E G D A L 
F U R N IT U R E 
CG 
540 Midland Ave 
Pa 


Sewing Machines 


J —used D E S K M O D E L complete 
with attachments 
I — E L N A 
Suppermatic. 
Salesm an's 
demonstrator 
Makes 
Buttonholes 
Em broidery^, has a free arm for 
ease of sewing on sleeves and pants 
legs, and all hard to get to places 


Fabric & Sewing 


Center 


511 Market St. 
F U 5-9149 


ALCO F IX T U R E CO 
Restaurant Supplies and Equipment 
629 St 
Clair Ave 
F U 6-4549 
Restaurant Equipment and Supplies 
A C M E S A L E S CO 
1135 Main St 
L E 2-3200 
F O R S E R V IC E 


Typewriter and 
Adding Machines 
Repair All Makes 
Factory Approved 
I 


Work Guaranteed 
McCaskey and R. C. Allen 


Midland Kennedy Office Supply 


IHI W 
5th St 
Dial F C 6-2970 
FO R S A L E 
---------1 
CASH R E G IS T E R $125. 
C A L L KU 5-0012 


B IR D S E E D 
Cal- 
Dial 


V E R N O N D E LI- Garden Center 
Calcutta-Cannons Mills Rd 


LIVESTOCK 


41 
LIVESTOCK FOR SALE 


R E G IS T E R E D Black Angus bull. 12 
months 
old. 
for 
sale 
Call 573- 
4316 


41-A 
FARM SUPPLIES 


36 
BUILDING Modernization 


Pre-Inventory Clearance 
Savings from 10% to 60% 


Allen Furniture Co. 


406-12 Midland Ave 
Midland. Pa 
U S E D F U R N IT U R E 
Used End Table 
$3 each 
Used W asher 
$10 
Used Televisions 
$25 
to $50 
A D K IN S D ISC O U N T H O U SE 
O P E N T IL L IO 30 P M 
1910 
H arvey 
Ave 
East 


A L U M IN U M S ID IN G 
M O D EL HOM E 


IM PR O V EM EN T CO 


Foulks Drive 
F U 5-6861 
For all your building needs 
Spagnol's Cash and 
Carry Lumber Co. 


740 Dresden Ave East Liverpool. O 


66 IN C H white metal 
$9!) 50 with fittings 
cabinet sinks 


Maple bedroom set 
Full or twin beds 
Ja n u ary Price $99 


R E S N IC K S 


Market St. 
F U 


End 


6-6330 


BIRC H S U P P L Y CO 


1304 Railroad St. 
F U 6-6464 


White cast iron bath tubs (rom 
$19 95 up with fittings 
N A T IO N A L 
F U R N IT U R E 
730 Dresden Ave 
r u 5-2243 
Reel nice 
Adm iral 
21" 
Console 
T V 
$79 
G O O D Y E A R S E R V IC E S T O R E 
657 W alnut St 
F U 5-3139 


I 
good 
used 
electric 
dryer 
$45, 
good 
used 
Televisions 
Console 
and Table model 21 Inch thru 27 j 
inch 
priced $49 up. 
N E W E L L C E N T R A L S E R V IC E 
I 
N E W E L L , W. VA 
E V 7-2955 


*29 98 


$79 95 
$24 95 


$29 95 


‘• E V E R Y T H IN G F O R B U IL D E R S '' 


K E R R L U M B E R 


E A S T E N D 
Virginia Ave 
F U 5-0800 


Swivel rocker 
travel iron, diamond 
rings. dresses, skirts, (fiats, 9 to 
12 Man s suit, 34 Call F U 5-1286 
E L E C T R O L U X Vam un 
cleaner in 
A I 
condition 
Complete with all 
attachments and disposable begs 
W ill sell for balance due of $18 75 
or terms 
Phone 385-0501. Electro 
Hygiene Co 
Guns 
Cam eras. Typewriters, pro­ 
tectors 
We buy. sell 
and trade 
Riche' 
W allace Jew eler. Toronto 
t i 
RUI 


McCullouch Chain Saws 


New. used repair parts 
Z A G U LA M O W E R S E R V IC E 
36| Grin Ave 
Chester 
E V 7 2199 


Bottle Gas 


C A R N E Y G A S S E R V IC E 
Call Lisbon HA 4-5504 
B O T T I-ED 
G A S 
J O E 
B U C H H E IT 
R I 
21 
Dewe\ Ave. 
F U 6-V'Ol 
S IN G E,TI 
S E W IN G 
M A CH IN E. 
In 
Im.civ de k ti pc consolette 
In ex­ 
cellent condition 
Equipped to zig 
rag and make It beautiful differ­ 
ent decorative stitch*-- iii >impl\ 
Inserting cams 
Bal due $43 40 or 
$5 (Mi 
a 
month 
Phone 
385-0501 
Electro Hygiene Co. 


29-A 
GIFT SUGGESTIONS 


AAA Membership flakes a fine gift 
Columbiana County Motor Club 
SIS E 4th St 
A A A 
F U 8*8Ui9 


3ft SPECIALS at tho STORES 


( (IR IS I 5’ AR C A R D S 
% price 
order now 
Pav in De­ 
cember Wilson Printing 213 M a r­ 
ket 
SI 
V A I H U E 
$2 09 G al 
Odorless 
M O U N T 'S 
P A IN T STORE. 
633 St 
C lair Ave 
F U 5-5754 


31 
HOUSEHOLD GOODS 


Beautiful 2 piece living room suite 
$6o 
lex; than one year old Hard 
work gas range in prrfnrt rondo 
finn $75. 5 piece chrome tneaktast 
set 
425. 
I red ar chest $20. 
roll 
away 
bed 
$12, 
sofa 
bed 
$15. 
blonde 
cabinet 
sewing 
machine 
less than I year old, original price 
8300 our price $65; perfect condi­ 
tion. 
beautiful china closet $35 
apartment 
size 
gas 
range $25. 
antique postei twin beds complete 
with mattresses and springs $5o 
Hotpoint 
electric 
range 
apart 
ment 
size 
A l 
condition 
*35; 
5 
piece lied room suite complete $40 
Open daily 9 30 A M 7 P M 
Including Wednesdays 


J & M Trading Post 


514 Mulberry St 
FU 5-0950 
VVI 
S E L L 
B U Y OR T R A D E 
N K W OR U S E D F U R N IT U R E 
: table model Magnavox television 
fin 
I 
unfinished desk and chan 
*15 
I Phiico Icebox, good rondi 
finn $50 
I table mp kitchen stove 
good condition $10 
I table model 
Motorola radio $15 
I new iv coy 
et cl 
occasional 
chair 
$10 
( all 
FU 
5 7882 
Easy spin d rvrr 
washer 
Dial KU 5-3006 


For the B e s t Lsed 
Furniture and Appli­ 
ance Buys. 


Visit our U S E D De­ 
partment. 


SM ITH & P H IL L IP S 


409 W A SH IN G T O N S T R E E T 
D IA L F U 5-1215 


~ 
g o o d U S E D F U R N IT U R E 
N E LSO N S 
Corner Vine 
and Ravine 
Living room suite $10 up. 
kit­ 
chen sets $7 50 up. ga* inciner­ 
ator regulat $149.95 now $f 
beautiful 5 piece 
dinette 
chin,i 
cupboard $60. 
good 
gas 
ranges $'5 up. Phiico refngera 
tor 
with 
freezer 
across 
top 


U " 
ST A R F U R N IT U R E 
6’ 5 Walnut st 
The 
best things 


8 piece chrome breakfast 
set 
Turquoise sofa bed, very 
good condition 
Barre l back chair 
Green plastic tilt back 
chair 
M agic Chef electric range $69 95 
Rose color sofa bed 
$39 95 
End tables, coffee tables 
mag 
azine 
racks 
M any 
items 
too 
numerous to mention 


C R O O K S 


112 East 5th St. 
F U 5-2370 


3 television* 
good condition 


G E E R M ERC H A N D ISE 
1711 M ain Si 
W ellsville 
F R IG ID A IR E 
washer 
and 
dryer 
matched 
set. 
All porcelain, 
per 
fed condition $125 Call F U 5-1737 


Table mode! 21 Inch T V in excel 
lent condition $35, 2 piece living 
room 
suite 
$50; 
Sofa 
Bed 
$35; 
Chrome Breakfast Set $25, 8 piece 
Dining Room Suite complete $25; 
Sm all 
Baby 
Crib 
$10. 
Modern 
Bedroom Suite complete, lull sire 
or twin size bed rnmplete $25; R e­ 
frigerator 9 cu. 
ft 
with freezer 
across top Ho, 
Hot|>oint electric 
range $35; 
chairs 
lamps, coffee 
and end tables dishes, and books 
M E T Z S D O W N S T A IR S 
We Bin • Sell ■ Trade 
U P H O L S T E R IN G B Y E X P E RTS 
E U 5-4058 or F U 5-0803 


Household items taken on Consign­ 
ment. 
Laurel Hill Exchange 


Chester 
Open 
till 8 
E V 7-0303 


Eddie Moore 


Backhoe service 
Ditches 
of 
alt 
kinds, water and gas lines, septic 
tanks installed 
For free estimate 
call C lr ntil-h ■ P U fl BMI 
Water W ell Drilling 


D E M IN G P U M P 
PIP!-. 
AND F IT T IN G S 
Supreme W ater Conditioning Units 
W ater Heaters 


M IL L E R BR O TH ERS 


Drilling Company 
River Road 
FIT 5-1289 
P R O F E S S IO N A L 
IN S T A L L E R S 
of 
FLO O R 
and 
W A L L 
T IL E 
also 
IN L A ID L IN O L E U M 
For F R E E 
E S T IM A T E S 
C a l l 
R A IN B O W 
T IL E CO 
FIT 5-5008 


CASH and C A R R Y S P E C IA L 
Aluminum Ready Hung 
STORM DOOR 


$20.25 


Winland Lumber Co. 
Bradshaw Ave 
A Walnut St 
East Liverpool, Ohio 
Phone 385-1600 


A N D Y S HACK H O E S E R V IC E 
We S E L L and IN S T A L L Bob H arris 
septic tanks 
LaCroft .'185-3323 
Storm 
w indows 
and 
storm 
doors. 
Free 
Estim ates. 
J. 
W 
C R E W S , 
Home Improvements 
L E 2-1420 
Remodeling 
paneling reasonable N 
C 
Sockman Building Contractor 
F U 5-7890 after 5 p m 
F U 5-1933 
Scrap Iron and Metal 
S. C A PLA N 
River Road 
F U 5-9670 


SH A M RO CK L U M B ER 
10th St . W ellsville 
L E 2 


Water Well Drilling 


H O W A R D DOTSON 
Evenings Dial F U 6-5437 


8x8x16 Block 


19 % c —C ASH AND C A R R Y 


Vol mo Brothers 


State St 
East End 
F it 5-0580 
B R IC K 
B L O C K 
AND 
S T O N E 
W O R K 
G U A R A N T E E D 
W O R K 
R E A S O N A B L E P R IC E S L E 2-3318 
E X C A V A T IN G 
G R A D IN G 
Cellars. W ater, 'sewer Ditches 
Folate Excavating 
W ellsville 
I E 2 2504 


Mike Pusateri 


R O LE N S SNO W R E M O V A L 
H E A D Q U A R T K RS 
good selection 
available 
V E R N O N D E L L T RA C TO R 
Calcutta-Cannons Mills Rd 
F U 6-5757 


E X P E R T CHAIN SA W 
Sharpening and repair, all makes 
Cork M ays 385 7258 
Form erly with Boyd Lumber 
Tractor 
and 
Implement 
Parts 
Ferguson Tractor 
Sales 
W ellsville 
522 Oak Grove Road 
LF' 2-17.17 
W H E E L 
H O R S E 
T R A C TO R S 
D IC K G O LD EN T R A C T O R S A L E S 
C A ST IN G C L U B ROAD 
385-2479 
G R A V E L Y tractors, new and used 
authorized Dealer. Richard Bray 
106 N. 3rd St.. Toronto. L E 7-1333 


S E P T IC T A N K C L E A N E R 
FO R S A L E 


W E L L S V IL L E FEED 


& S U P P L Y CO. 


820 Lisbon St , W ells 
L F 2-1588 
Pughtown Dial 564-5561 
Open till S P M 
each evening 


CH AIN SA W S 


Brand new 4 % H P Chain saws, 
univ 
$89 50 
No 
longer 
$15!'..60 
needed for this size 
P a y only 
$9.50 down and $8 00 per month, 
2 years free service on these 
saws 
See us now or save this 
ad for future use. Open till IO 
p m. Close at 3 on Saturdays 
Moreland Saw Shop 


M A L V E R N N E W H A R R IS B U R G 
RD 
C A R R O L LT O N 
OHIO 
I 
M IL E 
N O RTH 
O F 
N E W 
H A R R IS B U R G T O W A R D S M A L­ 
V E R N 
______ 
De C O N T R I 
BA N 
AND Wa rf R at— Rat Baits 
S M IT H S F A R M S U P P L Y 
Cannons Mill. Rt 
30 
F U 6-6458 


Sunflower Seeds 
20c lh 
IO His 
or more 16c lb. 


M ID LA N D M IL L IN G 


AND S U P P L Y CO. 
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Railroad Ave 
Midland 
Pa 
Dial 643-3623 


DOGS—TATS—PETS 


2 O N LY 
N E W 


5 piece Dinettes 
( l l G R A Y and C H R O M E 
W A S $64 
NOW $48 
( l l 
B R O N Z E 
and W OOD 
D E S IG N T O P 
W A S $81 
NOW $63 
ROTH H A V E F O R M IC A T O PS 
T E R M S A R R A N G E D 


D M. Ogilvie & Co 


E 
5th St. 
F U 5-1414 


Used Refrigerator $39 05 
in good condition 
I A W TV MART 
(at Werkhetaer'a H ardw are! 
200 Carolina Ave. 
F'.V 7-0733 


Everything on 


Sale. Prices sacrificed 


on Floor samples. 


F'.xamples 
Mohawk 
Axmin; ter 
rugs 9x12 size $59 95 


Aluminum Cot. foam pad 
Fold* 
(or storage $19 95 


R 


45 


Meta! W ardrobe' 
ble door. $14 OO 


E a sy Term? 
need c# 


24 tneh 
d"U- 


von don t 
sh at 


S. A S II,V ERM A N 
SONS K U R N T IT R E 


Hardware — Appliances 


Oiien 
Tuesday 
and 
Saturdays 
till 9 p m 
(daily 8 30 to 5 kit 
527 Midland Ave 
Midland. Pa 
Dial M I 3-2649 


Good 8 cu. Foot used Refrigerator 
$43.98. 


Bl ack more Refrigerator 
Penna. Ave., 
East F.nd 
FT’ 5-3972 
W E S T IN G H O U S E 
electric 
dryer 
very 
good 
condition, 
*75 
cash 
Call I E 2-3215 
New 
J Piece 
Sofa 
Bed 
suite 
$68 
K IN G s 
B A R G A IN 
C E N T E R 
112 F 
5th Street 
carpet 
your home the easy v. a> 
Have ‘ amplex displayed in jour 
home 
Expert installation — for 
B e s t 
Bm 
call 
F U 
6 7520 
(H A R L E S H 
S A Y R E . 
H O M E 
S H O P P IN G S E R V IC E 
Good 
used 
40 
inch 
Westinghouse 
electric range $35 
B E L L A P P L IA N C E 


SUH Mulberry St. 
F U 5-9300 
W E 
HCN 
S E L L —T R A D E 


Mac s Discount Store 


In 
Ave 
FT 6 SMS 


32 
WK ARING APPAREL 


cornier- 
18Ee.E 
Knapp Aerotred shoes art 
able 
Available in sizes tr 
Ed Sim m s F'U 6-4596 


31 MUSICAL INSTRUMENTS 


Excavating 


General trucking 
Cellar dug 
Grading 
Bulldozing 
W e install 
and distribute Keystone Septic 
Tank' 
FIT 5-9560 or FIT 5 7990 
P L U M B IN G 
and 
backhoe 
service 
Septic tanks installed, reasonable 
rates For estimate call E V 7-2884 
Aluminum siding, garage d o o r s , 
awnings storm window* and orna­ 
mental 
iron 
R 
J 
M C G R E W 
F U 5-2622 
See us for free estimates on ans 
remodeling 
work 
or 
new 
eon# 
strurtion Chester Home Im prove­ 
ment 
252 Carolina Ave . Chester 
E V 7-1772 or F'.V 7-0726 
S E N S IB L E P R IC ES 


Storm 
windows 
and 
doors 
aluminum siding 
experts in re 
modeling 
recreation rooms 
a l­ 
lies. 
kitchens, 
room 
additions, 
dormers, new roofs, etc 
F'rce estimates 
No cash needer 
W alkers Home Improvement Co 
131 E 6th St 
Ph 385 4874 
Cash and Carry 


Concrete Block 


8 x 8 x 16 


19 l/2 c 


Central Sewer Pipe 


At Toronto Plant 


642 W A SH IN G T O N 
AT 2-5386 
E X C A V A T IN G —B U L ! D O ZIN G 
Graders 
H I- L IF T FOR C KI 
t ARS 
G U S K l AVUHN 
I E 2 MKH 


Water Well Drilling 


Pumps 
Pipe* and Fitting*- 
Re 
pair work done by R 
G 
Smith 
Drilling 
R 
D 
No 
I 
Chester 
E V 7 0127 


Kenney's Cement Work ™ 
F'ree estimates 
Call F U 6 1081 


COAL DEALERS 


Pittsburgh Coal 


Special 


Lump $9 75 Dumped from 3 to 
6 ton 
Slag 4 tons $16 
385-6925 
E G G COAL. $8 50 per ton. 3 ton 
or more dumped. Also, slag 8 ton 
or 
more 
$2 50 
per 
ton 
Curtis 
Yeager. 385-5407 
Pittsburgh Vein egg coal 
$9 dumped $10 shoveled 
D EA N 
H A W K 
Call 532 1025 
C O A L all kinds 4 ton- or over $7 50 
ton up 
Also dump hauling 
F U 
5- 4543 
$10 A TON B U R G E T T S T O W N COA I 
R O D N E Y E V A N S 
H ' 5 672 
B Y 
B U S H E L AT M A R K E T 
Pittsburgh and Ohio egg and lump 
coal, also General Hauling 
Fred Crabtree 
B’C 3-2069 


Coal Hauling 


Call L E 2-2694 
Pittsburgh Coal 
Hauling 
L E E 'S 383-6925 


PIT T SB U R G H COAL 


H A R R Y S H IE ! DS 
F U 8-5253 
Local coal 
Quick delivery. 
Phone 385-4816 


WANTED TO HUY—SW AP 


E L V A S P E T I .AND w anted to bus 
long 
haired 
guinea 
pigs 
Call 
L E 2-3794 
L E 2-3852 
A 
K 
C 
R E G IS T E R E D SCOTTISH 
T E R E S I : 
P U P S 
C H A M PIO N 
BLO O D L IN E S 
C A LI 
E V 7-1908 
W A N T E D 
Good home for Be a­ 
gle 
and 
part 
terrier dogs 
Call 
E U 5-5570 
W hite toy poodle puppies available 
Pugs reduced 
F'ox terrier female 
IN E Z 'S K E N N E L . 
RI 
46. N E W 
W A T E R F O R D . O G I. 
7-2442 


IO ga! 
Aquariums $3 95 


DOT S P E T SHOP 


201 Ravine St. 
F U 5-2331 


W A N T E D Good home for 8 black 
and white Collie pups, also 2 moth­ 
er dogs 
Phone 
Roger* 227-3154 
I Colin dog 
I rabbit 
dog for sale 
Dial 
386-4407 evenings 
W A N T ED 
Good home for t small 
6 week old puppies. 
2 male, 
2 
female 
Call FTT 5-3008 
2 R E G IS T E R E D female beagles 
I 
4 
months 
old. 
I. 
4 years 
old 
Salineville. 
679-2271 
A KC registered. 3 male black tov 
F'reneh 
poodles 
Beautiful 
coats 
and ears Call F'U 6-6887 
FO R SAI E 
G R E A T 
D A N E P U P S 
1NQ 
953 W STH ST 
White toy 
F'reneh poodle pupple 
A K C. 
registered, 
$7.6 
Phone E V 7-0725 


3 Room house, bath 
Located 
cutta • Smiths F'erry Road. 
F U 6*6670. 
5 RO O M S and bath 
Gas furnace 
Located 
1024 
St. 
C lair 
Ave 
In 
good 
condition. 
$50 
per 
month 
F U 5-1121. 
5 Room furnished home on W 
8th 
St 
$50 lier month 
Utilities not 
furnished 
N A T IO N A L 
F U R N IT U R E 
759 Dresden Ave 
F U 5-2243 
5 ROOM S, bath, gas furnace 
new­ 
ly decorated, downtown, s m a l l 
fam ily 
accepted. 
F’U 
6-5641. 


N E W D U P L E X 
2 or 3 bedroom, 
wail to wall carpet, built In kitch­ 
en. ceram ic tile bath, s l i d i n g 
glass doors onto balcony w i t h 
beautiful view. wash area 
base­ 
ment, garage 
Calcutta • Smiths 
F'erry Rd 
No price over nhone 
Shown bv appointment 
P F .R M A ­ 
R T O N E H O U SE, 
3 
bedrooms. 
2 
baths, living room. dining room, 
kitchen 
$60 month 
Holiday 
St 
F'U 5-7461 between 7 and S p rn. 
F U R N IS H E D house 
931 
St 
C lair 
Ave , E 
Liverpool 
Gas furnace 
F'n11 
basement 
References 
re ­ 
quired 
$65 a month 
E V 7-0298 
1 j Double house. Vine St 
Unfurn­ 
ished. laundry, yard, completely 
remodeled 
new 
gas 
furnace, 
ad Its. F U 5-7240 


BU N G A LO W FO R R E N T 
2 
bedrooms, 
modern 
kitchen, 
gas heat, full basement, gavage 
W ell landscaped Suburban area. 
$85 monthly. Call Charles Boseo, 
F U 5-2343. 


F'or rent house trailer. 
Phone 
L E 2-4003 
after 4 P M 
Nice Home in Suburban Area 
FO R 
R E N T or L E A S E $100 lier month 
C W 
P O W E L L Sc CO 
F C 6-6697 
or F U 5*1603 
3 
ROOM 
F U R N IS H E D H O U S E - 
T R A IL E R 
U T IL IT IE S F U R N IS H ­ 
E D 
NO C H IL D R E N 
F U 6-5933. 
907 O AK ST 
6 ROOM H O U SE IN 
GOOD CO N D ITIO N 
FTT 5-24.58 
F'OR 
R E N T 
6 
rooms 
and 
bath 
new 
ga*- 
furnace, 
all 
venetian 
hlinds 
aluminum storm w indows 
and doors, basement under entire 
house, 
with 
shower, 
h irdwood 
f l o o r s downstairs, 
livingroom 
21 x 15 W rite Box V-7 r-o Review 
S M A L L 
furnished 2 room cottage 
and bath 
$60 month 
all utilities 
furnished. 
r e a r 
228 
C alifor­ 
nia 
A v e 
Chester 
Call 
after 
4 
p 
rn 
FA’ 7-0487 
V E R Y nice 3 room housetrailer. lo­ 
cated 
hloek 
from high school I 
931 Appian W ay. W ellsville 
532- 
3939 or 936 Commerce St. 
N E W E L L 
3 
rooms 
bath 
gas 
furnace. G irls clothing 
size 
12 
E V 7-2243 or E V 7-1264 
6 Rooms and 
'lath. 
2nd 
floor 
at 657 W alnut St. 
Call 
F U 
5 2814 
BO T H ‘ ides double house 
5 rooms 
and bath 
Newly remodeled 
E x ­ 
cellent 
location. 
St 
George 
St 
$60 
per 
month 
References 
re- 
| 
quired 
F U 5-4943 
3 ROOM house with bath 4 miles 
south on Rt 
168. front intersec­ 
tion of 30 and 168 
lnq 
Phillip* 
66 
Marion 
N E W E L L , 
4 
rooms, 
bath 
unfur­ 
nished. gas furnace, garage 
lnq 
409 Washington St Dial E V 7-1755 


Furnished, 3 rooms and bath, new -1 
Iv decorated, 
new furniture, all; 
utilities. 
Adults 
only 
Reference; 
required. $65 month 
2nd f l o o r . 
636% Avondale. Call F U 6-6377 aft-1 
er 5, F U 6-5454. 


FOR SALE REAL ESTATE 


5* PROPERTIES. City-Suburban 


C. W. POWELL 


& C 0 . 


FU 6-6697 


1166 P E N N A 
A V E N U E - Fine 
store room, full basement 
gas 
heat, 2 apartments 
Whale of a 
buy for $7,500. 


S U B U R B A N 
H E IG H T S 
N E W 
lovely 3 bedroom home 
Im m e­ 
diate 
possession 
S p a e i o ii * 
grounds, 
integral garage 
Ask­ 
ing $1R OOO 


1025 ED G EW O O D 
Beautiful 3 
bedroom home 
Only $8,000. 


SK A T IN G R IN K RO x loo ft 
on 
2 
acre 
lot 
Near 
Wellsville 
T E R M S 
At the right price 


410 
PU T N A M 
ST 
home 
A wonderful 
800 


3 
bedroom 
buy at $4- 


51 
\P AKTMENTS 


44 A 
AUCTION SALE 


A U C TIO N EER 


F'arms, livestock 
household good* 
R IC H A R D M 
R E E S E 
F U 5 t it.: 


A U C TIO N EER 


C R O U S E F U 5 4162 after 5 p 
rn 


.JONATHAN C 
MASON Auctioneer 
licensed, itonded, 3 states 
East Liverpool 
Dial .185-6820 
Cattle -Sale Saturday 12 Noon 
Pomes. Horses and Merchandise 
Wednesday 7 p m 
K I.ET O N A U C T IO N 
Elkton Ohio 
Stafford'* Sale Service 
Complete Auction Management 
Minerva, Ohio 
Dial 868-5520 


FINANCIAL 


MORTGAGE LOANS 


Lisle Apartments 


4 large rooms on Elm St., par- 
I 
bally furnished 
3 
large 
furnished 
room* 
on 
M inerva Si 
$15 a week 
2 rooms with private bath on 
Sugar St 
$12 .Vt a week 
lnq 313 Broadway 
385-2217 
2 
3. 
4 
and 
5 
room 
furnished 
apartments for rent 
Call 
N A T IO N A L 
F U R N IT U R E 
759 Dresden Ave 
F'lJ 5-2243 
F'OR R E N T 
4 room apartm ent, on 
gtound 
floor 
Private 
entrance 
and hath 
Nice flout porch 
Clnsp 
to town 
Call F U 5 1983 
3 
ROOM 
furnished 
apartment 
showei 
porch and 'a id 
private 
entrance 
Adults only. F T 5-3125 
3 ROOM ftirni'-hed apartm ent 
P r i­ 
vate bath and entrance 
Located 
919 Lisbon St 
Phone F U 6-4244 
5 ROOM apartment with bath and 
carport 
Call 
F'U 6 5611 
or 
FU 
6-5702. 
We have over 60 rentals 


BONDY R E A L T Y CO 


F'OR R E N T 
Apartm ent 
2 laig r 
rooms 
bath 
utilities 
included 
Riverside Ave 
W ellsville 315 a 
week ANN B E L L R I \! E S T A T E 
F U 5-0590 
Evenings F'U 5-9272 
N E W 3 rooms 
Tile bath and tile 
kitchen 
Garbage disposal 
Down­ 
town location 
References 
W rite 
Box V-8 in cate of Review 
3 Room apartmer t and hath 
Located in 
business 
district. 
Close to bus line 
LF' 2-3580 
C IT Y M A R K E T B U IL D IN G 
Unfurnished 
apartments 
living 
room, kitchen 
tilth. 2 bedrooms 
all electric garbage disposal, w ir­ 
ed for TV. steam heat and water 
furnished 
newly redecorated. $60 
(>er month 
Dial 
F U 
50119 
4 ROOM U N F U R N IS H E D A P A R T 
M EN T 
CH E S T E R . 
P R IV A T E 
G A S 
F U R N A C E 
IS T 
FLO O R 
P H O N E 
I V 
7-2875 
Modern 
unfurnished 
apartment 
4 
rooms, hath $10 week 605% W a l­ 
nut St 
Near shopping area. 
F T 
alt.5fl 
3 Rr 
CASH FO R Y O U R H O M E N E E D S 


FIR ST FE D E R A L 


Savings Sc Loan Ass n 


10.32 Penna 
Ave 
FU 5-1204 
H O M E LO A N S T H I 
P O T T E R '' 
SA V IN G S A N D LOAN C O M PA N Y 
Wash A- Broadw ay 
FTI 5-0770 


entra 
f*d. pro 
i 
Clair 


A1 ON KY TO KOW 
alf 


.18 
SHORT ON T IM E? 


Arrange your next loan to buy 
a 
refrigerator 
range, 
washer, 
television or any appliance by 
phone 


D IA L FU 5-3950 


FA S Y P A Y M E N T P IA N 


UNF1TRNI 
ON W F 
AP 
H 


Amount 
l/oan 
$180 OO 
28o on 
380 Oft 
480 no 


Monthlv 
Pav merits 
$11 12 
17 23 
23 34 
29 45 


TH E FIR ST 


N ATIO N AL BA N K 


Ave , *40 monti 
2 ROOM 
form 
Utilities 
paid 
ranee 
Call F U 
2 ROOM S 
furnis 
home 
Private i 
Call F U 5-6907 
Furnished apart rn 
ration, single r. 
tile 
hat! 
5-0001 after ? p 


H E D 
I 
F U 5 28 
3 F U R N IS H E D R 
R E N T 
AT 
SI T 
C A I.l. 386-4! 
N O RTH SI D E 
latgt 
rooms and brith 
M< 
All 
private. 
Ile.e 
Call F U 5-4583 
4 L A R G E I-- rn - 
tile 
floor 
hardwood Ho 
furnace, garage 
Al. 
per month 
Phone 
U N F U R N IS H E D I rn- 
629 St 
Clair Ave 
i 
5-1827 
3 
U N F U R N IS H E D re 
vale 
2nd f l o o r 


5 
ROOM 
B R IC K 
home 
with 
beautiful yard 
Close In 
$9,000 


123 W E S T RTH 
ST 
O F F IC E F U 6-6697 or F U 5-1646 
B IL L P O W E L L 
E V E N IN G 
F U 5-1(103 


PICK ONE 


1% 
ST O R Y 
B R IC K 
home 
at 
2809 St 
Clair 
Avenue 
Inside 
the Cliv limits on » 66 x 330 ft 
lot 
for 
Just 
$14,700 
Kitchen. 
living 
room, dining room 
and 
bedroom, % bath and open fire­ 
place downstairs 
with 2 more 
bedrooms, a full bath upstair* 
Full 
basement, 
new 
Janitrol 
furnace, 
and 
Fteautiful setting. 
with trees, shrubs and flowers 


$4000 
T O T A L price 
and 
$225 
down payment w ill buy this 6 
room 
and bath home at 
K'30 
St 
Clair Avenue 
M any renters 
are 
paying 
much 
more 
rent 
than the payments would he to 
own 
this 
home 
and 
ll 
would 
make a good Investment. 


A IOO X ISO FOOT L E V E L LOT 
at the corner of Maple Lane in 
Calcutta 
Priced at Just St SOO 


F'.CONOMY 
P L U S 
H e re * 
a 
8 x 38 Foot, sm all two bedroom 
housetrailer that you can buy 
completely furnished for $1,500 
A 1954 model and In very good 
condition 
I /teated 
tem porarily 
in 
Glenmoor 
and 
we 
w ill 
be 
glad to show It to you. 


George Bright 


A U T H O R IZ E D 
VA S A L E S B R O K E R 


R E A L E S T A T E O F F IC E F U 6 6666 
IU East Sixth St 
l icensed In Ohio and W 
Va 
M R 
B R IG H T 
F U 5 8990 


P R IN C E T O N 
A V E N U E 
Good 
five room dwelling 
garage 
lot 
IO x 
IOO ft 
Priced to sell 
A 
bargain. $5,000 OO. 


C l,O SE 
TO 
TO W N. 
Twenty 
acres of land with good seven 
room 
dwelling, 
new 
gas 
fur­ 
nace 
full basement. All within 
ten 
minutes drive from town. 
To settle estate 
$12,600 no 


C W. H EN D ERSH O T 


REA LT O R 


CHECK 


THESE OVER 


Two fam ily frame dwelling lo­ 
cated 
at 
137-139 
West 
Center 
Alley. Price $4.000 00. 


One story frame 5 room resi­ 
dence 
located 
at 
117 
Center 
Streel 
in 
Beechwood 
Addition. 
Price $4,700 OO 


3 story brick mercantile build­ 
ing located on West 6th St. 
I 
block from the Diamond. Store 
room on the 1st floor now leas­ 
ed 
There 
are 
4 
apartments. 
Income 
$2,700 
yearly. 
Price 
$25 OOO 


Tavern 
located 
in 
Flast 
End 
Has a D-5 permit 
All bar and 
restaurant equipment and real 
estate to be included 
Price on 
application 


Good buy for a 
handyman 
6 
rooms 
and 
bath, 
fram e 
resi­ 
dence and a I car garage, locat­ 
ed on McKee Ave 
Price $1 600 


For 
sale 
frame 
duplex 
resi­ 
dence, located 516-518 East 5th 
St 
6 room* on each side with 
3 room* and bath apartment on 
3rd floor 
Good income 
Price 
$13,000. 


TH E 
H IL B E R T A G EN C Y 
R E A L T O R S and IN S U R A N C E 
A G E N T S 
514 Washington St 
F U 5-4900 


private 
517 Broadway 
Glen V. Wilson 
Tel 
Tel. 
F U 5 1370 
FU 5-3227 


md 
story 
bath 


downtown lo- 
rif f trie ileal 
ru ti anre 
F U 


RTM*', NTS 
ST. CALI# 


IO MS FO R 
■TATTON 


unfurnished 
dern kitchen 
inable 
rent. 


ground 
vv 
gas 
id. 
$80 


md b 
Call 


all 
• 
Et 


ith 
FU 


pn 
5 
4841 


t Fifth Street 
F T 5 3950 


ROOMS AND BOARD 


I 
SLEEPING ROOMS 


rent or -air 
FA S T 
C F NT Ft 
ttr We-t 7th S 


i s t F l o o r 
partment 
P 
trance 
Adlib 


lnq 
L IV 
AL 


39 


195'' 


Wilson Piano Service 


t u n i n g 
W 
3rd St 
AND R E F M R 
F U 5-5867. F U 5 
147 W 
3rd St. F U 5 5867. P l 
5.(72' 


PIAN O TU N IN G 


E A R L M A X W E L L 


1506 St Clair F U 5-7059 or F U 6-5565 


Celli Music Center 


625 St Clair Ave. 
F U 5-1622 
The Want Ad is a salesman that 
can sell anything from a castle to 
a kite Call 385-4545, ask for ' Want 
P irrnasco mm a " " f ' t ' 1 ............... . . 
•• 
« 
Ad 
Dial 385-4545 to place your ad Ad Departm ent 


i 95; 
with 


W A N T E D 
radio 
I960 
Chevrolet 
Call 
E V 
7-2667 
W A N T E D 
(Wed farm tractor and 
used farm implements 
P h o n e 
F'U 5-0508 
W A N T E D 
any 
U S 
g id coir* or 
old coin* 
(or private hobb' 
New 
York 
Restaurant 
F T 5-0046 
We buy old coins 
gold coir 
write 
to 
Discount 
House 
Coin 
Dept 
P O 
B "X 582, Canton 
I, Ohio. 
4ft PLANTS—SKKDS—Service 


Dees 
-> r t h 


F'U 6-6080 


life 
can b ej 


F R E E 
1964 Catalogue f 
etc 
Mellinger's Nurser 
Lim a 
Ohio 
FO R 
S A L E 
— 
Hav, 
clover 
and 
timothv 
Cut 
early 
and 
im very 
nice. 
Phone 
F U 5-5866. 


N IC E front sleeping room 
2 block" 
from 
Diamond 
Gentleman 
pre 
ferred. F U 5-7334. 
Clean attractive sleeping rooms at 
the Y M C A 
Nightly 
rates $2 So 
plus membership 
Weekly 
rates, 
$8 35, 
$8 50 
$8 75 
and 
$9 00 
a- 
available Gym nasium , Swimming 
pool 
Showers 
Weight and hard­ 
ball room 
T V room 
F U 5-0663 
S L E E P IN G 
RO O M S T E L E P H O N E 
elevator service. 
$10 weekly 
up 
Travelers 
Hotel 
F'U 5-5'> cl 
N E W L Y 
remodeled. 
r*U'..tr i-hed 
sleeping rooms 
I block from D ia­ 
mond 
Elks Club 
F'U 5-069" 


49 HOI SKKKKPING ROOMS 


2 Rooms furnished for light house 
keeping 
All convenience- 
private 
entrance 
Apply 
304 
Washington 
St . City. 
Furnished room 
$8 week 
Also 2 
room apartment SIO week 
186-6246 
or 416 College St 
Dor i Dilly D ally — advertise it 
with a Want AD--get results quick 
Call 385-4545 now and start a chain 
reaction 


A pa rim 
Furnish 
c 
3 furnished 
ham 
319 
F'U 5-5207 


ent 
and 
FU 


Jack. 


room house for 
ire 
: p r o m , 
KH VK F 
F U 6-5670 
rn 
furnished a- 
hath 
and 
en- 
Iv 
F T 5-0104 
als reduced 
unfurnished 
6-4740 
j. Freda Bon- 
St. 
or phone 
lr 


M IL L S R E A LT Y 


Service 


In N E W K L l j- has homes 
Rent furnished or unfurnished 
C A U . E V 7-2917 


Modern Homes 


B U IL T B Y H A R V E Y - W H IT E 


First In Quality 


AND P R IC E D SO R IG H T 


Why Not Give 


US A C A L L T O N IG H T 


H A RV EY-W H ITE 
Construction Co. 


Phone F U 5-6811 or F U 5-9193 


ROOM AND BA T H H O M E N E W ­ 
L Y 
R E M O D E L E D 
TH RO U G H 
O UT 
N E W 
ALCO A L U M IN U M 
SID IN G . 
A C R E 
OF 
G R O U N D 
B E A V E R L O C A L SCHOOL D IS 
T R I CT 
GOOD 
ROAD 
BLO O M 
F IE L D 
ID E A L 
TOR 
N E W L Y 
W E D S OR 
R E T IR E D C O U P L E 
C A L L F U 5-2958 


43 
IXMify—CATS—PETS 
43 
DOGS— TATS—PETS 


IO GALLON 
STAINLESS STEEL 
TANK 


Pump - Filter - Charcoal 


Glass Wool 


7 
. 8 
8 


J OS 


M A N Y O T H E R IT E M S 
ON S P E C IA L 
Complete 


TROPICAL FISH 


Y A O ROAD AT A N N E S L E Y RO AD 
F U I 9740 


KAISER'S 


SERVICE 


3270 
H A R R IE T 
ST 
2 
story 
fram e, 7 room*. 2 bath*. 4 bed­ 
rooms. fireplace tn living room. 
large kitchen 
Garage In base­ 
ment. 
laundry, 
new 
gas 
fur­ 
nace. new water heater. Shad­ 
ed 
lot. 
IRO 
x 
200 
Near 
St 
Clair bus stop 
Only $11 OOO OO 
No 
R-.3R 


401 M O RTO N ST Paved street, 
corner 
lot, 
garage 
Enclosed 
porch, 
all 
floors 
carpeted 
7 
rooms 
bath 
4 bedrooms, 
liv ­ 
ing room 
dining room. fam ily 
kitchen 
Full 
basement, 
new 
water heater, new copper water 
lines, new gas furnace 
Reduc­ 
ed to $9 500 OO 
No 
392 


F IS H E R 
P A R K 
8 
year 
old 
fram e, 5 rooms. 2 large bed­ 
rooms, big kitchen and dining 
area, living room, front porch, 
hardwod floors 
Fu ll basement, 
laundry, 
garage 
oil 
heat 
Big 
lot, shade Asking *13.000 00 No 
389. 


TH E 
K A IS E R A G EN C Y 


502 Walnut St 
R E A L E S T A T E 
F U 5-2311 
JO H N RA G A N 
F t ' 6-5988 
M R 
K A IS E R 
F U 6-5141 


IN CHESTER 


C A R O LIN A 
A V E N U E 
— 
A 
3 
bed!nom fram e home with gas 
furnace 
and 
2 
car 
garage 
Price *8500 


F A IR V IE W 
remodeled 
home with 
and 
is 
In 


S T R E E T - 
Newly 
3 
bedroom 
fram e 
ga* furnace 
garage 
excellent 
condition 
Price *13 000 


D A LE K. A LLISO N 


R E A L E S T A T F 
O F F IC E 
E V 7 2008 
Kent T Manley. Salesman 
Evenings E V 7-0288 


Everything under Ute Min ran Vie 
bought 
and 
sold 
through 
Review 
want ad* Ju st check over the want 
ads in this ism ic aud you'll in 
prised at the variety of good 
service you find listed there 


PEEK WITH 


PETE!I 


C E R T IF IE D V A 
S A L E S B R O K E R 


940 M Y L E R P A R K . New just 3 
years 
old. 
ranch 
style 
home, 
spacious 
living 
room 
with 
a 
huge window and planter with a 
built in bookcase 
The kitchen 
Is custom-built with a built In 
range and oven, curved break­ 
fast 
bar 
with 
4 
overstuffed 
stools Large dining area There 
are 3 
large bedrooms 
and 
a 
ceram ic 
tiled 
bath, 
hardwood 
floors, full cemented basement, 
large 
recreation 
room, 
3 
car 
Integral 
garage, 
gas 
furnace. 
city 
water, 
cemented 
front 
patio, lot IOO x 150 $16,500 


726 C A IN ST Almost new brick 
home, 5 rooms, bath, storm w in­ 
dows and doors, full cemented 
basement, gas furnace, integral 
2 car garage, blacktopped d rive ­ 
way. HO x 40 Make us an offer. 


L A K E M A RM A N ROAD 
Cute I 
story home, cozy living room. 
kitchen, 2 bedrooms and bath, 
full 
cemented 
basement, 
coal 
furnace, lot 75 x 112 $6,000 


L A C R O F T 
A V E 
l ' i 
story 
home. 7 rooms and bath, full 
cemented 
basement, 
new 
gas 
furnace 
New hot water tank, 
new copper plumbing 
1% car 
attached 
garage, 
large 
lot. 
$5,300. 


SM IT H D A IR Y ROAD New Just 
3 years old, one story home. 4 
rooms 
and 
bath 
Hardwood 
floors 
Oil furnace, I 3 of 
an 
acre lot 
$5,800 


1704 A L F A S T Two story home. 
5 rooms and bath. Full cement­ 
ed basement 
Coal furnace 
Lot 
30 x 120 
$4,500 


1653 - 165312 
P E N N A 
A V E . 
E A S T 
L IV E R P O O L . 
2 
story 
home 
with 
3 
apartments 
1st 
floor apartm ent: 
5 rooms and 
semi bath; 2nd floor: 2 apart­ 
ments 
of .3 
rooms 
and 
hath 
each 
Fu ll basement, new gas 
furnace, lot 35 x 80 
Priced for 
quick sale 
85.800 


854 F A IR V IE W S T . E A S T LIV- 
E R P O O L 
I ’ j 
story 
borne. 
6 
rooms and bath, basement, gas 
furnace, lot 50 x 130 
$2,250 
PETE Amato 


R EA LT O R 


O F F IC E L E 2-2611 
C H A R L E S A M A TO L E 2 3242 


P e rp e tu a l Savings A Loan Bldg 
W ellsville 
Ohio 


Good Buys 


S M A L L F A R M 
One floor plan 
house. 5 rooms and bath. 3 fun 
porches 
Acreage 
2 37 
acres. 
Easy financing 
Sale price $10,• 
500 OO. 


7 
ROOM S 
A N D 
BA TH 
large 
living room, dining room, large 
semi-modern kitchen with m ar­ 
ine walls 
4 
bedroom 
P ra c ti­ 
cally 
new 
gas 
furnace. 
T h u 
fam ily home 
Is 
in A T 
condi­ 
tion. 
I#ocated 
close 
to 
W est­ 
gate School. Price $6.850 00 


LEO N. C A PEH A R T 


REA LT O R 


Approved VA Broker 
D A Y P H O N E 
N IG H T P H O N E 
MR GUYTON 
F U 5-H387 


385-4338 
385-4338 
M R 
H A Y E S 
HA 4-7665 


stir 
every 
and W ant Ad 
Taker '* 


you 
want 
to 
time. buy oi 
pick 
sell 
Dial 
.385 4545 


a 
winner 
through a 
say 
"A d 


ACROSS 
I. Step 
6. Charta 
IO. Hesh- 
eating 
13. Stack of 
hav 
14. Turk, 
regiment 
15. Toward 
17. Kxdama­ 
zon ol dis- 
gust 
18. Wheat 
husks 
19 W .Ind. 
hrs cr age 
20. Spirit: 
Kgvpt. mvth, 
21. Tx pensive 


23 
24 


Pelt 
Foreman 
Woodland 
deity 
25. Onset 
27. Yarn 
28 Sacred 
24. lender 
30. Ital, river 
Si. Total 
33. Sulk 
14 Stripe 
35 Mother 
3b. Kmanatlon 
37. Deserve 
38. Boston Red 
Sox out­ 
fielder 
41. Those 
42. Tablelands 


V S 
E Mc, 
A 0 ■ 
h E P 
0 
D E 
5 ^ A 
I 
R I AL 
E 
A 


A M ti t 5 T 
Y I I 
C F 
I 


L 
I 
E 
” BlSflS c lo 
V I 
si I 
& M A J A R rn 


H A 5 J* 
A 
I P I 
T 
E t 


I 
C E ■ a 
V t p l E E L 
M U M I 
d E ti E I B 
I 
I 
m ] e H IM " 
C 0 
R 
R t 
n 
° J 
A ii A IL 0 
G Y 
A L 
A R I 
0 
E CIU 
P L L 


P Y 
R t J O f 
t | 
Y E 
5 


SOLUTION OF YESTERDAYS PUZZLE 


DOWN 
I. Brushwood 
2 Siberian 
forest 
3. Roguish 
4 Cuttlefish 
sea euo n 
5. Jap. length 
measure 


I 
L 
J 
4 
5 
4 
7 
8 
9 


% 
IC 
l l 
l l 


X 
13 


% 


l f 


E 
- 
IS 
14 


11 
IS 


S 
T 
19 


20 
21 


% 
d 


23 


t 
i 
24 


i i 
l i e 


% 
27 
. 
■a y 
26 
29 
d 
30 
31 


31 


L 
33 


, 
34 


Z I 


% 
Jfc 


% 
38 
39 
40 


>jy, 
4/ 


r 
n 


42 


AA New»teon*res 
I H I 


6. Tooth 
7. Irish 
Islands. 
8. Haw. food 
9. Son of Ra 
11. Sp. length 
measures 
12. Ponder 
16 1/10th of 
an ephah 
18. Finest 
19. Ceremony 
21. Salt water 
fish 
22. Stop 
23. Hairless 
24. Reliable 
25. Delusion 
26. Now 
27. Yellow 
sapphire 
29. Rueful 
30. Fur hood 
31. Bird life 
33. Silent 
34. F#dible fish 
36. Residue 
37. Dutch 
uncle 
39. Near 
40. Type 


•quai* 
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EAST LIVERPOOL REVIEW, EAST LIVERPOOL, OHIO 
S A T U R D A Y . J A N U A R Y l l . DMO 


FOR SALE REAL ESTATE 


58 PROPERTIES, City-Suburban 


Don't Rent 


In 1964 


1S.11 L IS B O N S T B E E T — T h ree 


bedroom 
tw o story home. 
new 
■ lum inum 
siding 
sod 
instil- 


stone siding, gas furnace, m od­ 


ern bath, one 
bedroom on 
the 


first 
floor, 
trem endous 
lot 
11S 
feet deep 
all city utilities, right 


n e ar the school. Reduced to $7,- 


200. 


,10fi O A R O K N O A 1 ,E A V E N U E - 


O ne sto ry home, beautiful xx all 


to w a ll carp e l in living room and 
d ining room , v e ry m odern bath, 
new gas fu rnace, full slued dou­ 


ble garage, frond buy at $9,SOO. 


F I S H E R 
P A R K 
S E C T IO N 
— 


s to ry 
and 
a 
half 
brick, 
ten 
y e a r* old. 
carpet 
in the livin g 


room , large b irch kitchen, full 


painted basem en!, 
gas furnace, 


attached g arage 
two cem ented 


patios, paved d rive w a y, $ I2 ROO. 


G L E N M O O R 
R R IO K 
Red 


b rick 
w ith 
enclosed 
breezew ay 


and 
attached 
double 
garage, 


plastered 
m odern kitchen 
and 


hath, carpeting, storm windows, 


full 
painted 
basem ent, Otloma- 
tir fu rnace, and two level acres 


of 
ground 
In 
a 
nice 
location, 


not fa r from the new gas C om ­ 


pany 
building 
$18,HOO. 


Merl McSwcgin 


REALTOR 


and 
B ro a d w a y 
F C 5 1281 


E V E N IN G S 
M R 
M r S W E G IN 
F C $ 2012 


M R 
L E W I S 
F C 5-2012 


L A R G E w h it* s to rm hom e on 


N orthside 
w ith 
gas 
fu rnace 


Stone 
fire p lac e 
In 
large 
livin g 


room 
4 
bedroom s 
and 
hath 


la c g e lot fu lly landscaped 


COOPER AGENCY 
O F F I C E 
F U S I M I 
C h a rle s 
R 
Sa yre . 
Salesm an 


F U 5-7820 


A l B E E 
hom e* open d a ily 
take 
Route to E a s t to Lau gh lin * C o r­ 
ners, turn righ t on IKR 
follow to 
Route 
IR stra ig h t 
through 
to 
8 
m ile s 
south 
of 
Bu rgettstow n 
C a n ’t m iss big sign on Route IR 
A LBEE HOMES. INC. 
R D I . H ick o ry, Penn a 
E L 8 ■’288 


C o rn er C hester and 
\ten A ve 
7 
room 
home, 
kitchen 
w ith 
break 
fast nook, 3 other room * down 
.t 
and 
bath 
up. 
fu ll 
cem ent 
base 
m en!, 
hot 
w a te r 
gas 
fu rnace, 
2 
level lots 
2 double g arages 
C a ll 
L F . 2 126ft 
8 R O O M S all fu rnished , live in ft 
ren t 3 room ap artm en t, new 2 eat 
g arag e 
Am leav ing, close to I .ob- 
l a w s 
K U 
5.2.128 


FOR SALE REAL ESTATE? 
AUTOMOBILES 


66 
WANTED REAL ESTATE 
71 
ACCESSORIES & Supplies 


ADAM MORT 
G le n m oo r 
H N W 
J. O. JOHNSON 
R E A L E S T A T E — IN S U R A N C E 
120 V irg in ia A ve 
_ C all E V 7-1330 


HE WHO W HISPERS 
A R O U T T H E 
P R O P E R T Y 
H E 


H A S 
TO S E L L W I L L N E V E R 
G E T 
R E S U L T S 
L IS T 
Y O U R 


P R O P E R T Y 
VV'I T H 
U S 
NO 


C H A R G E 
IS 
M A D E 
U N L E S S 


P R O P E R T Y 
IS S O L D . 


Tho Hilbert Agency 
R E A L T O R S and IN S L R A N C E 


514 W ashington St. 
F U 5-4900 


Fowler Real Estate 
Chester. W 
V a 
E V 7-1082 


W A N T E D T O B U Y 
L O T O R L O T S 
W IT H 
C IT Y 
W A T E R 
A N D G A S 
A V A IL A B L E 
F U 5-1519 
C. W. ARNOLD 
R E A L T O R S 
I N S U R O R 
:u, Mn in St 
L E 2-2250 
S. G. Mavles Real Estate 
C H E S T E R , W . V A . 
E V 7-0426 
The ZAGULA AGENCY 


R E A L E S T A T E — IN S U R A N C E 
ell, W 
V a. 
E V 7-1115 


W. 
V a 
H om e 
and 
F a rm s 
P ric e d 
Under 
$10,000 W anted 
E 
G 
JA C K S O N A G E N C Y 
Cheater, w 
V a 
E V 7-1243 


L IS T IN G S W A N T E D 
A p p ra isa ls - 
M ortg age 
Insurance 
H a rp e r R eal E s ta te 
JOO 4th St. 
C hester, W . V * 
E V 7-014#____________ 
DALE K. ALLISON 


r e a l e s t a t e — i n s u r a n c e 
C hester. W 
V a 
E V 7-2008 
Kent T M an ley, Salesm an E V 7 0288 


M O R T R E A L E S T A T E 
H elen D. W illia m s 
684 M in e rv a St. 
E U 8 6678 


69 


AUTOMOBILES 


HOUSE T R A S H E S 


1064, IO Wides, $3675 up 
F irs t 
line m odels, 
no seconds 
Gnat anteed q u ality and se rvice 
Brewster Mobile Homes 
Toronto. Ohio 
L E 
7-1526 


1958 
R ich ard so n 
au to m atic 
w ash er 
and d iv e r 
A lso new T ra v e l T ra il 
c is 
R E E S E 
T R A I L E R 
S A L E S 
F’.m pires. O hio 
LF- 
7-.1889 


S P E C IA L 
1963 
S K Y L I N E 
50'xlO’ 
tra ile r 
3995. 
also 
latest 
m odels 
from E lk h a rt Show 
S T E W A R T S 
T R A U E R 
S A L E S 
W e se rvice w h at w e sell and oth­ 
e r* too 
7 y e a rs to pay, low down 
p aym en t 
5r# interest. 
R I 
7 & 30 
F U 
5 5898 


U S E D T ra ile rs Bought and Sold W e 
trade 
an yth in g 
O P E N 
daylight 
hours. 
A 
A 
B S A I.E S 4 'a 
m ile ' 
w est 
of 
C an fie ld 
on 
Rt 
224 
at 
E llsw o rth . C a ll LF'. 3-3962 or SW 
2-2965 
E C H O D E L I. T r a ile r Court lot size 
75\IOO 
w a te r 
and 
sew age 
fu r­ 
nished 
B e a v e r L o ra l School D is ­ 
trict 
F U 6-4555 


4 Room tra ile r for rent. 
in N e w e ll. A dults only. 
C all 
E V 7-2139 


T H E H O U S E O F A T H O U S A N D 
C A R S 
P a rts for all ca rs from 1938 to 
1958 
Satisfactio n G u ran teed 
L A C K E Y S 
A U T O 
P A R T S 
Sla te 
R I. 7 
P o tte ry Addition 
Ph. Steu b en ville. O. 
A T 2-3679 
Hart Auto Wrecking 
Used P a rts 
R 
H a rt 
E V 7-1932 


Tire Chains 
All Sizes 


Guaranteed Winter 
or Summer Tread 
Tires $7.95 up 


Batteries all 
sizes $7.95 up 


East Liverpool 
Central Service 
142 W est 7th 
E U 6-5670 


Fletcher Auto Wrecking 
Used parts, 
all m akes 
LF’. 2-4452 


F O R S A L E 
1958 O ldsm obile parts, 
include m otor, transm ission , rear 
end and accessories. 
L E 2-1858 


72 
REPAIRING—SERVICE 


A U T O M A T IC T R A N S M IS S IO N 
O V E R H A U L E D 
$39.95 Plus Parts 
O F F E R 
G O O D 
for 
any 
tra n s­ 
m ission. 
A L S O all 
typ e G e n e ra l 
R e p a ir 
In vited 
A ll 
w ork 
guaranteed 
and hacked by 18 ye a rs expert- 
price. 
.Johnson’s Auto Repair 
813 Azalea A ven u e 
F U 5-7027 


Auto 
body 
rep airs 
P a n e ls, 
p ain t­ 
ing. 
etc 
V e ry 
reasonable 
H. J 
B a te s 
F a irv ie w 
Rd , Chester, VV 
V a 
E V 7-1249 
R rak e s 
R elin ed , 
a ll 
4 
w heels 
$14 !I5 most ca rs 
H A M IL T O N 
M O B IL S E R V I C E 
G le n m oo r 
E l 
5-1689 


G R E E N I E R 
A U T O M A T IC 
T R A N S M IS S IO N S E R V I C E 
W e specialize in all au to m atic* 


1628 Pet na 
\ I 
E l 
•" 
(T R A N S M IS S IO N S I 
R e b u ilt- R e p a ire d 
Smoot Auto Repair 
C aro lin a A ve 
E V 7 1791 


B R O K E N 
G I- A S S 
IN 
Y O U R 
C A R 
F O R A P E R F E C T F IT S E E 
Winland Plate Glass Co. 
M IN E R V A S T 
E U 5-3228 


Auto P a in tin g 
C o m p act c a r w ork 
C H U C K 
G O O D M A N 
1842 Pen n a 
A ve 
F'U 8 5685 


B ra k e D ru m T u rn in g 
H A M IL T O N 'S C I T I E S S E R V I C E 
1148 Pen n a 
A ve 
F'U 5-0541 


'C om p lete A U T O Ign itio n S e rvic e 
W ilson 
B a tte ry Ac 
Ignition 
7.30 D resden A v e 
F'U 57127 


B U D B U C H H E IT G A R A G E 
A u to m atic 
T ran sm issio n 
Sp e cialist 
G e n e ra l R e p a ir 
F'U 5-1149 


AUTOMOBILES 


75 AUTOMOBILES FOR SALE 


Good Used Cars 


All W. Va. Inspected 


1960 PLYMOUTH 
4 door w ith radio heater, pow er 
steering, and autom atic d rive. 


I960 FORD 


F'a Iron 
2 
door 
w ith 
standard 
shift. 


1962 FALCON 
Station w agon w ith slick shift. 
Clean. 


1959 FORD 
G a la x ie 2 door w ith radio, h e at­ 
er, and fordom atie. 


1959 CHEVROLET 
Station 
w agon 
w ith 
radio, 
healer. 


1959 FORD 
Country sedan w ith radio, h eat­ 
er, and fordom atie. 


1958 FORD 
2 door 
w ith radio, heater, and 
fordom atie 


1954 PONTIAC 
4 door 


TRUCK 


1959 FORD 
F irm in v e ry clean condition 
TEMPLE 


MOTOR CO. 


AUTOMOBILES 
AUTOMOBILES 
AUTOMOBILES 


75 AUTOMOBILES POR SALE 75 AUTOMOBILES FOR SALE 75 AUTOMOBILES FOR SALE 


Chester, W . V a. 
E V 7-2890 


72 
TRUCKS—TRAILERS 


:ft 
Motorcycles—Bicycles 


1961 
L A M B R E 'T T A 
All 
e x tra* 
$150 
3454 


m otor 
Phone 
scooter 
F U 
5- 


1960 K O R D E IOO pink up truck 
I960 CH E V R O I .E T 
I 
mn 
w ith 
stake hodv 
1957 J E E P ( J ,8 w ith ra h 


O ft 
H I L L At 
CO 
IN C 
Lisbon 
O hio 
H A 
4 - 72774 
119 
E 
W A S H IN G T O N 
E ast 
L ive rp o o l, 
O h io 
388-6 ’ IO 
1275 
C elina 
A ve 


FORD DAYS 


1962 FORD 
Falcon 
4 
door 
w ith 
au to m atic 


1961 FORD 
t door w ith V I arg in e 
«land- 
a id tran sm ission and rlean. 


1960 FORD 
G a la x ie co n vertib le w ith V S en 
gine, 
au to m atic 
power 
ste e r­ 
ing 


1959 FORD 
4 door w ith V S and auto m atic 


ARB MOTORS 


TI 
ACCESSORIES & Supplies 
W IM M ER MOTORS 


fit 
LOTS 


l l 
A C R E S 
fa rin g 
Route 
45 
w ith 
e x cavated basem ent for home or 
w ill sell bv lots 
L E 2-3(56 


fifi 
WANTED REAL ESTATE 


I OWE AGENCY 
m u o n A ve 
k l 
■ 


8 C lassified W an t Ad I* the most 
d irect line between you and a h o v­ 
er 
('att 
.385 4545 
ftell 
your 
don’t 
w an t* 
w i t h 
an Inexpensive W ant 
Ad 


Used Tire Special 
M O S T 
S IZ E S 
F R O M $4 
G O O D Y E A R S E R V I C E 
S T O R E 
653 W aln u t St 
E U 
5-31.39 


F'oi 
Sale. 
1956 Ford station wagon 
good T h u n d erb ird m otor, and an | 
tn m atic transm ission , for p a r t * 
B u y 
sep arate 
or 
com plete 
Call 
S a lin e v ille 
O R 9 2630 an ytim e 


FO H 
S A L E 
— 
2 
new 
6 70 x 15 
snow 
tread 
tires 
Phone F U 5 I.JPR 


S e lle r need* rash 
rn pay. w ith rash 
B u y e r readv 
C lassified Ads 
REPAIRING SERVICE 
72 REPAIRING—SERVICE 


TAD PONTIAC, INC. 


n°rERm:n by Tony-AI-Dom Ludovici 


INVITES YOU TO TRY OUR 


SERVICE DEPARTMENT 


We Arr Ready With Tho Right Equipr cut 
and Factory Trained Mechanics To Service 
Your ('ar Regardless of Make or Model to 
your satisfaction. 


• ALL WORK GI M\ W TI Kl> ANI) RACKED RY 25 


YEARS’ EXPERIENCE 


• REASONABLE RATES 
• GENUINE PARTS 


DON T FORGET See Our Selection of New A I srd Gan 


TAD PONTIAC, INC. 


1275 PENN A AVE , EAST END 
FC 5-91 no 


:: 
TRI ( KS-TRAILERS 
7.”, 
TRUCKS—TRAILERS 


GOT CAR 
TROUBLE 


TAKE IT TO 
IDEAL CHEVROLET 


ONE OF THE BEST 
REPAIR GARAGES IN 
THE AREA. 


IDEAL Chevrolet 


CALL LE 2-1591 


WELLSVILLE, 0. 


O M C T R I C K S 
S A I E S 
and 
S E R V I C E 
734 D resden A ve 
F L 5 2229 


For 
Sale 
1952 
C h e vrolet 
I 
ton 
dum p. 
m a l 
truck 
New 
motor. 
S4.V) 
C a ll L E 2-3816 


1955 IN T E R N A T IO N A L tra cto r tr a il­ 
er. $20(i flow n and take o ver p a y ­ 
m ents 
C a ll FIT 5-2410 


F O R S A L E 
195(1 C h evrolet >j ton 
p ickup truck 
P h o n e F C 6 5883 
for furthe, inform ation 


TI A 
TR M I.ER RENTALS 


T O W R A R S F O R R E N T 
Al S 
A T L A N T IC S E R V I C E 
3rd 
A 
W aln u t. 
R I 
30 
.385 36.36 


75 AUTOMOBILES FOR SALE 


ADDED 


SAVINGS 


1961 FORD 
K a! ria rn* .Vin x Hoof brelan u uh 
thp 
M ile ag e 
M a k e r 
6 
r\ 
nrjcr 
engine 
$1095 FULD PR ICF 
OR $895 
A N D Y O l ' R O L D C A R 
IF 
IT R I A S 


1953 CHEVROLET 
Re Ail 
t 
door 
w ith 
stand ard 
transm ission 
$95 


rn.! r rif f 


1959 CHEVROLET 
I Hooi 
P a r k w o o d .n a tio n w a g o n 
w ith ft c v lin d c 
e n g in e 
autom a 
tic ti a - m i x - ion 
rad io and Flea 
lr- 
7 
lo n e 
re d 
an d w bite tin 
tsh 
Sh arp est 59 in town. 
$895 


F U L L P R I C E 


CARNEGIE AUTO 


.to Penn a 
Ave 
E a *t 
F.nd 
FU 6-5.393 


BEST TRADES 


BEST TERMS 


62 Oldsmobile $1895 
F 85 C u tlas* 2 door w r h 
heal 
cr 
4 speed stan d aid xhift 
low 
m Ueage, and bucket seat* 


1962 Chevrolet $1695 
R e la ir 
I door 
w ith 
8 
ex boder 
engine 
radio, heate> 
autom atic, 
and 
I* 
a 
one ow ner low 
m ile ­ 
age car 


1962 
Corvair 
$1395 
2 
door 
w uh 
h e aler 
low 
m ile 
age 
stan d ard transm ission , and 
like new. 


1959 Chevrolet $795 
Station 
w agon 
2 
door 
w ith 
6 
exlm der engine 
auto m atic 
and 
rlean. 


S&S MOTORS 


915 E 
i helh St 


S E E 
B O B JO H N S O N 
B O B 
C A M P B E L L 
AT JOHNSON 
PONTIAC 
Y o u r D ire c t 
F a c to ry 
D e ale r 
400-3rd St . W e lls v ille 
L E 2-1508 
SUBURBAN AUTO 
L A R R Y R E E D 
Rt. 170 C a lcu tta 
FLT 5-4764 


1959 C H E V R O L E T 2 door; 
1960 F A L C O N pickup truck: 
I960 W I L L Y S .station w agon 4 w heel 
d rive . 
1956 C JS J E E P 
L E W T O N S G A R A G E 
121 N elson A ve. 
Lisbon . Ohio 
Open 8 a. rn. till 9 p 
rn. 
BOB W HITE FORD 
420 B ro a d w a y 
W e lls v ille 
L E 2-1583 


A lw a y s re m e m b e r w ant ads when 
you have som ething to scil. 


Repossessed 
1959 P o n tiac 4 door S ta r chief. 
1957 O ldsm obile 4 diwir H olid ay. 
C a ll 385-3950 
First National Bank 
F’.ast 5th St. 


1962 C o rv a ir M onza station wagon. 
radio, 
w hite 
side 
w alls, 
bucket 
seats, one owner. C a ll E V 7-2694 


AUTOMOBILES 


75 AUTOMOBILES FOR SALE 


For Sal* — 1997 Plymouth station 
w agon 
Good 
shape 
Sp ru cevala 
Rd., C alcu tta 
E U 6-5546. 


Ludovici Pontiac 
S A L E S and S E R V I C E 
6th A C a ro lin a 
E V 7 2898 
LISBON STREET 
USED CARS 
2651 Lisb on St 
D ia l 385 5895 


F O R S A L E 
1962 Fo rd F alcon. T ake 
o ver p aym en ts 
Ph o n e 
E U 5 7488 
GRAFTON MOTORS 
327 M ain Kl. 
L E 2-1111 


Q U IC K , convenient, econom ical — 
(hat descriltes R e vie w W an t Ads 


F C 5 4170 


1816 H A R V E Y 
\ V E 
K U 
5-9289 


1957 
Plym ou th 
H elved * re 
4 d o o r 
hardtop. 
V II 
engine 
autom atic 
ti alison;- sion 
pow el 
steerin g 
ta 
(Ini 
S h a n 
$595 
M ack air.- 
Ft 
ft 612i i 


1954 
Po n tiac 
4 
Hoot 
V 8 
engine 
auto m atic 
ti a n sm is’(ton, $95 
M ack a 11 X 
F T 6 ft! 2l 


F O R S A I E 
I960 C h e vrolet 
t dont 
r adio 
m an u a l 
shift 
ft 
ex linde» 
I? OOO 
m ile ' 
ex cellen t 
condition 


LITTENS 


RY (IFX)RUF'. 


4.3.3 U A ! N C T ST. 
E U 5 


C&J MOTORS 
S A M 
I AKO 
8th A J e f f e r s o n St 
F C 6fi70, 


F O R 
S A I E 
1958 
A O I .K S U A G O N 
A t 
I O M )! I IO N 
P H O N E 
573 OTO 


B t ll K 
1957 
R iv ie ra 
2 door hard 
u.p 
$600. 
D ia l 
E l ' 
6 66,1 
a ttn 
6 p. rn. 


I960 F in (1 
.I,, 
- .- c lr 
VK et gnu 


automa I ll 
11 a ' m i s s ai 
. . . 
i 


a g e 
$ 1 0 9 5 
XI 
, . 
. 
F C 
6 -61 2 0 
1954 
C h e vro le t 
h 
ltlc 
tra n sm issio n , 
n 
. 
net** - 
g 
o 
rad io 
$65 
Mar 
F 
hi,! 


IF' you h ave $50 dow 
deb vet 
you 
a 
g u a ran te e d 
u-, 
ca 
Ed 
S h e e ts 
M ik e T u r k s 
F , 
!• 
n 


F o r yo u r next c a r see S A M I A KO 
E U 6-6700 o r E U 6-6701. F 
i 
S ,t 
d a y ap p o in tm en ts phone E V 7 
iii 


F o l d F a lc o n 
1962 4 door, au to m atic 
deuixe 
13.000 m ile- 
$1100 
Sa lin e 
Ville 
O R 9 2642 


■ u both tim e ann m oney rn fill 
mg 
ii needs. Read the want ads 


1957 C h i \ stet 
W md sn i 
t dom 
VR 
engine 
au to m atic 
It ancm i*sinp 
p o w e r 
sleet mg 
i adm 
$79,8 
At a rk * ll * 
F L fin I JO 


1959 Fo rd 4 door sedan 
VS engine 
rad io 
stan d ard 
transm ission 
sh arp 
$895 
Al ark a ll’ * 
E U 
6 6120 


The 
H um e of the 
M 
Box* 
MIGLIORE FORD 
lion M id lan d 
Axe 
Att 
3-7i.il 
1959 CORVETTE 
R e a d ' 
to 
roll 
E C 
A tftkfl 
a tte ' 
5 p 
rn. 


M&A Motors 


59-60 Model 


Sale—Now 


Fast End 
FU G-b300 
Downtown FT' 5-2225 


A 'wax* 
a 
g.xvd 
deal 
Rrown’s Auto Snips 
918 Pen n a 
Ave 
38.5 40.31 


P i i\ ate O h ned 
1961 
A -Iks" agen for 
sa I e 
Phone E C 5 ,3829 
1961’ F i nd 2 dont 
sedan 
6 eylin d ei 
ei glue 
au to m atic 
tian sm issm n 
I’oitati.-n spec'ia 
$795 M ark 
a l l s 
F C 
ft - b 120 


F O R 
S A L E 
1957 C h e vrolet con- 
v e in u le 
V S 
B e la te 
excep tional 
condition 
$725 
C a ll I E 
2 4756 


F 
r 
xour next car 
look 
,p O L D 
B O B C L R R A N 
At ike 
T m k 
I ne 


1962 
F ol d 
G a la x ie 
4 
door 
black 
m ush 
VS engine 
au to m atic d o v e 
powci 
steer ing 
15 ihhi m i l e s 
Co­ 
c o 
ow ner. 
$2o95 
M a c k a l l s 
E C 
6 61 20 


1962 
F o l d 
co n vertib le 
VS 
engine 
au to m atic 
transm ission 
p o w e I 
steering 
and 
white 
wall 
tues 
$2195 
Al (ck,! I s F C 6 61211 


lu6t 
Fal con 2 door station 
wagon 
stan d ard ttansm isston 
6 rvh n d et 
engine 
radio 
$1395 
M a c k a lls 
F C 
6 6 1 2 0 


INVENTORY 
CLEARANCE 


• No Down Payment 
• No Payments Till Feb. 27th 
• All Cars Inside 


'62 CHEVROLET 


Impala 
convertible super 


sport coupe with 8 cylinder 
engine, powerglide. power 
brakes 
and steering, 
jet 


black 
finish 
with 
black 


vinyl 
interior 
including 


bucket seats. This car is 
'SHARP! 


ONLY $2195 


'62 CHEVROLET 


Biscayne 4 door sedan with 
fi cylinder engine, automa­ 
tic transmission, 
w h i t e 


walls, full 
wheel covers, 


golden metallic finish and 
this car is exceptionally 
clean throughout. 


$1695 


'61 RAMBLER 


American 
station 
wagon 


with 4 doors, fi cylinder en­ 
gine. automatic drive, red 
and white finish 


ONLY $995 


'61 CHEVROLET 


Impala 2 door hardtop with 
radio, heater, power steer­ 
ing. automatic, golden me­ 
tallic finish with matching 
interior and many other ex­ 
tras. Truly a beautiful car. 


ONLY $1595 


'60 FORD 


Station wagon 4 door, fi 
passenger, 8 cylinder, stan­ 
dard transmission, 
radio, 


heater, al’ white finish with 
blue interior. A local car 
with very clean interior. 


ONLY $995 


'59 CHEVROLET 


Parkwood 
station 
wagon 


with 4 doors, red and white 
finish with vinyl interior. 
Real clean and has new 
white wall tires 


ONLY $850 
JACK WOLFE’S 


DOWNTOWN 
RIO WALNUT ST. 
FU 5-2328 


SEE 
BUD BLAKELEY 
BEFORE YOU BUY: 


1963 


CHEVROLET 


Impala 


SUPER SPORT COUPE with radio, heater, automatic, 
beige finish with leather interior and bucket seats. 


$2395 PIA S YOUR OLD CAR 


'59 Chevrolet 


Impala 4 door hardtop with 
radio, 
heater, 
automatic, 


power steering, and is a 
local one owner car. 


$1095 


'61 Chevrolet 


Relair 4 door with R cyl­ 
inder engine, radio, heater, 
automatic, power steering 
and brakes White walls. 


$1595 
NATIONAL 


1443 Penna Ave 


SALES AND 
SERVICE 


FU 5-2754 


LOOKING 7 COMPACT? 


'60 VALIANT 


V-200 series 4 door sedan 
with radio, heater, stand­ 
ard transmission, low mile­ 
age. Good running condi­ 
tion. 


'60 VALIANT 


V-lOft series 4 door sedan 
with radio, heater, Torque- 
f lite 
transmission. 
23,000 


actual miles, and is a clean 
one owner. 


1963 VALIANT 


A 4 door sedan with 9,000 miles and is in showroom 
condition. If you want a used compact “ like new", this 
is it. 


'60 FALCON 


2 door sedan wtih radio, 
heater, standard transmis­ 
sion. and is another clean 
one owner. 


'61 VALIANT 


V-200 series 4 door sedan 
and is fully equipped. Very 
clean. 


NEWELL 


NEWELL. W. VA. 
EV 7-2955 


THE 


A W 
4545 
S 
Art c -rn i , ii it 
fy, 
Act I aker 


.385- 


LID’S 
OFF... 


PRICE'S ARE DOWN! NOW'S THE TIME TO BUY, 
BEFORE THE PRICES START UP. 


61 CHEVROLET 


Gonvertible with radio, heater, 
auiomalir 
transmission 
and 


power steering 


63 CHEVROLET 


Impala 4 door hardtop with ra­ 
dio, heater, powerglide trans­ 
mission and power steering. 


59 THUNDERBIRD 
Convertible with radio, heater, 
automatic 
transmission 
and 


power steering 


61 BUICK 


Electra Hardtop coupe with ta 
din. 
heater, automatic trans­ 
mission and full power. 


59 CHEVROLET 


4 door sedan with radio, heat­ 
er. automatic transmission and 
jHiwer steering. 


60 PONTIAC 


4 door sedan with radio, heat­ 
er, automatic transmission and 
power steering 


61 FALCON 


2 door sedan with radio, heal 
cr, 
and 
automatic 
tratV'tnis 


sion. 


60 BUICK 


Invicta 4 door hardtop with ta 
dm. heater, 
automatic (tans 


mission and power steering 


- SAVE - 


AS MUCH AS 
$1,000 


1964 BUICK 


I F. SXRRK Station "aeon 


1963 RIVIERA 


( '(m ile 


1963 BUICK 


Electra 225 
Cons ertible 


ALL LIKE NEW 


VERY LOW MILEAGE 


62 FALCON 


Station wagon 4 door model 
with radio, heater, and automa­ 
tic transmission 


61 BUICK 


Special 4 door sedan with radio 
heater 
and 
automatic 
trans 


mission. 


TURKS 


THE BRIGHTEST SPOT ON BROADWAY 


FT 5-4676 


SATURDAY, JANUARY ll. 
EAST LIVERPOOL REVIEW. EAST LIVERPOOL. OHIO 


Entertainment 


for the 


Whole Family 


All-Star Panels 


COMICS 


and 


ADVENTURE 


THEY’LL DO IT EVERY TIME 


Y e s - i f p o p 
WANTED SOVAE 
SNOW SHOVELING 
DONE HE HAD 
TO DO IT HIM- 
SELF-THE KIDS 
HAD SKATY* 
EIGHT 
EXCUSES— • 


\ H47LO H/C 
»>*> ALERTS. • 
KWI6HT.JR., 0 


IMW LAKE UD.,e 
OAMAWOA/6UA, ' 
_ 
K* J 


DICK TRACY 


SWE SEEMS TO \ BUT SWE 
BE APOLOGIZING. J PROVLD 
HEP 


I 


i f ' 
^ 
IU M 
c 


, OW. SOUP WANDS? TH IV R I 
LIKE FIRE? TWEV'RE 
BURNING ME. 
_ 
.... 


STEVE CANYON 


VAk.fi A MC’'I ^ 
Ac M **T 
Ak IN T O A 
C E A ; 
: „L TLI Ste. OM 
PfcA-iON ! 


GASOLINE ALLEY 


O E F T H E REC O R D 
— J u n io r E d ito rs Q u i z on 
THE OKAPI 


BLONDIE 


W if*- . >'■*. M* I * i I 


“ I d like lo ha\e an appointment for the day after next 
week-end ” 


T o d a v In H istory 


B v f h r A k * o rl» «fa T rf»» 
Today 
is Saturday. Jan 
ll. 
1964 There are 355 days left in 
the year 


Today’s highlight in history 


On this date in 1569, the first 
lotterx in England was drawn 
On this date 


In 1865, the Stale of Missouri! 
adopted an ordinance abolish-! 
mg slavery. 


In 1897, the United States and 
C» r e a t 
Britain 
concluded 
a 
treaty to arbitrate the boundary 
between Alaska and Canada 


In 1942. Japan followed up its 
declaration of war on the Ne­ 
therlands by invading the Dutch 


East Indies. 
In 1949. television broadcast­ 
ing was extended from the A t-1 
lantic to the Mississippi River 
with the opening of the coaxial 
cable linking the Eastern and 
Midwestern networks 
Ten sears ago 
New 5 ork 
City's heaviest snowfall in five 
years 
94 
inches 
immobilized 
75 per cent of vehicular traffic 


Five years ago 
A West tie r 


man Lufthansa airliner crashed 


near Rio de Janeiro during a 


storm, killing 86 persons 


One year ago Prem ier Adou- 


la warned P r e s i d e n t Moise 


Tshombe of Katanga 
that 
he 


would he 
held 
personally 
re 


sponsible 
for further destruc­ 


tion of installations in his prov­ 
ince. 


Casserole salad 
y o u don't 
hake it. but you do put it in a 
casserole' 
Alternate layers of 
sliced tomatoes, sliced cucum­ 
bers. onion rings and fresh bas­ 
il leaves in a deep casserole- 
type dish; add a dressing of 
olive oil. wine vinegar, s a l t . 
pepper and dry mustard Coker 
tightly and refrigerate for a few 
hours to allow flavors to blend 


British laws permit a car own­ 
er to hold the 
same 
license 
number for life The car dealer 
who holds "A I" refused $50,non 
for the number. 


Q I F S I I O \ 
H a i r is t he q u e e r Jnnkttirj o k a p i 
r ei n l e d In 


o t h e r ruttittinttl n nt t un l s? 


★ 
★ 
It 
\\S \V E R : Ruminants are animals which have hoofs, live 


on g r a s s and foliage and chew a cud. they include cattle. 


sheep, goats, and also others like antelopes, giraffes and 


deer. 


The rare okapi, which lives in the heavy forests of the 


\frican Congo, is also a rum inant, a member of the fam ily 


Ciiraffidae ' With its long neck, long legs and sloping hack, 


it somewhat resembles a small giraffe, hut it is not 
as the 


real giraffe in our picture seems to think 
and undergrown 


giraffe, but a distinct animal related to the giraffes 
ll has 


a red brown or purplish body with .striking cream-white head 


and legs, which last are striped in purplish black in a way 
resembling the zebra 


This animal is so rare 
some say there are only about 


5000 left 
that there is a great demand for okapis to exhibit 


in zoological gardens. Hunting okapis is now prohibited by 


the Congolese government 
It is reported that there is an 
okapi farm in operation and thai they are a valuable export. 
as each animal is worth 5 to 6 thousand dollars. 
★ 
★ 
it 
FOR N OL TO DO: This would be a very good picture to 
color with c ra yons, putting yellow over the giraffe and red 
brown over the darker part of the okapi s body. 
★ 
★ 
★ 
Robert Hill of Moses Lake. Wash . wins today's grand 
prize of a 20-volume set of the World Book Encyclopedia for 
this question Mail yours on a postcard to Junior Editors in 
care of The Review and vou too mav win a set. 
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SPFCIAL DELIVERIES J 
ARE MUCH MORF. 
/ 
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Needle Pattern 


TONIGHT 
4:30, WSTV, A special report 
of the presidential committee on 
smoking and health. 
7, WTAE, Movie: “ The Won­ 
ders Of Aladdin” , starring Don­ 
ald O'Connor and Noelle Adam 
Aladdin and his nine-foot genie 
perform miracle alter miracle 
in ancient Baghdad. 
0:30, KOKA, WSTV. Defend 
ers: Ralph Meeker stars as a 
convict facing his last 12 hours 
hefore execution in the electric 
chair in “ The Last Day” . 
9. WTRF, WDC. Mo v i e : 
“ Imitation General” , starring 
Glenn Ford and Red Buttons 
A heroic sergeant assumes the 
identity of a dead general to 
rally scattered troops of Amer­ 
ican soldiers caught in the Bat­ 
tle of the Bulge. 
9:30, WTAE, WEWS, Hol l y- 
wood Palace: A live variety 
show presenting top talent from 
the entertainment world. 
10. KDKA, WSTV, Gunsmoke: 
A two-timing young wife brings 
tragedy to her husband and two 
infatuated swains and n e a r l y 
costs Quint Asper his life. 
11:15, WTAE, Movie: “ David 
And Goliath", starring Or s o n 
Welles and Ivo Payer. A story 
of the shepherd boy who be­ 


came a warrior king and his 


love for the daughter of King 


Sauk 
SUNDAY 
4:30. WTAE. WEWS. Science 
All - Stars: Science - minded 
youngsters demonstrate t h e i r 
award - winning inventions and 
creations. 
7:30. W.IAC, WTRF, WDC, 
Walt Disney: “ The Ballad of 
Hector, the Stowaway D o g.” 
Hector foils a gem - smuggling 
gang during his search for his 
master in Barcelona. Spain. 
8. KDKA, WSTV. Ed Sullivan: 
Program will feature F r a n k 
Sinatra .lr 
singing with t h e 
Tommy Dorsey Orchestra. 
9. KOKA, WSTV, Judy Gar­ 
land 
Judy has c o m e d i a n 
Shelley Berman, dancer Peter 
Gennaro and singing star Ethel 
Merman as her guests. 
9. W.IAC, WTRF. WI1C. Bo­ 
nanza Hoss takes up bullfight­ 
ing to win the affection of a 
visiting senorita, in “ Ponder­ 
osa Matador” . 
10, WTAE, Movie: “ Sayon­ 
ara” , starring Marlon Brando 
and Red Buttons The poignant 
love story of an American jet 
ace and the beautiful star of a 
Japanese troupe. 


Out Of The Air 


By ALAN GILL 


Some Songs Are Hard, Some Are Easy 


was literally underground, in 
Some songs, like “ Bamboo,” 
come hard to the smoothly ac­ 
complished 
f ol k trio called 


City Officials, 
! 
Police Stibpenaed 
In Crime Probe 
YOUNGSTOWN, Ohio (AP)— 
Past and present city and po- 


the Greenwich Village cellars, bce 
including Mayor 
with only an in-group to listen. Anthony B. Flask, have been 
Peter, Paul and Mary, because But now it’s come out into the subpoenaed to appear before 
the shades of 
a*r‘ ^or everY one wbo listened a Mahoning Countv grand jury 
meaning must 
^ 
-------------- ” 
be established 
in private bull 
sessions t hat 
are sometimes 
p o l i t e and 
s o rn e t i mes 
gruff. 
Other songs, 
a c c o rding to m 
b m S H B 
“ But whv 
Paul Stookey, 
Alan Gill 
caught on?” 
come more easily. “ The first- suecj 
1 
The list of witnesses include 
person song, like_ ‘Don't Think 
vou see (^e movje <'rom former mayors Frank Franko 
Jones’?” said Paul. “ It's great and 
Harry 
Savasten; 
Police 
because it’s about the e n j o y - ,bJbn Terlesky; 
former 
ment of life. It's virile. I think I Uolice^ C hief William Golden: 
we were as moved as we were Vice Squad ( hief Dan Magian- 
by Kennedy’s death 
because e^*: an(t former Vice Chiefs 
of this awful loss of virility. 
George Millovieh, Nicholas Pa- 
“ And that s the essence of vplko, Sam Schiavi and Sam 
folk music. Bob Dylan’s ‘Bow- L arineilli. 
in the Wind’ has a tremen- 
-------------- 


The baseball player who star­ 
red for the greatest number of 
years in the major leagues was 
Adrian (Cap) Anson, who play­ 
ed for 27 years, and compiled 
a lifetime batting average of 
339. 


then, there are IOO now.’ 
; 
v 
investigating Youngstown area 


“ SQUARES?” asked a visitor. crime and vice- 
“ Well, if they were ‘squares,’ 
Prosecutor Clyde W. Osborne 
they are no longer. ‘Square’ is sa*d Friday the ll on the new- 
as ‘ undescriptive a word 
as est fist of witnesses for grand 
beanik’ or ‘hippy.’ ‘Unsophisti- JurV sessions starting Monday 
(•ated’ o r ‘limited’ would be a would he asked to supply the 
better description.” 
Jur> with information they gath­ 
ered on crime and rackets ac- 
has 
the 
folk 
music 
visitor pur- tivities. 


» # • • • • • • • • • • • • • 
• 
• 
| Suktantud * 


: 
S cuMmQA 
: 


• 
O H EVERY LOAD OF 
I 
9 


Twice. It’s All Right,’ is the 
least-discussed kind of number. 
Whoever sings the lead estab­ 
lishes the character, and the 
other two go along. 


Television Programs 


Channels: 2—KDKA TV. Pittsburgh: I WTAE Pittsburgh: 5- 
WEWS, Cleveland: A—W.IAC. Johnstown: 7—WTRF, Wheeling: 
9-WSTV. Steubenville: 11-WIIC. Pittsburgh. 
Inaccuracies, if any, are due to changes not reported hy stations. 
SATURDAY NIGHT 


7:00 
2 Saturday Report 


Bv LAURA WHEELER 
Knit newest fashions for teen 
model doll. Knits have “ give''— 
easy to dress the doll. 
Look! Glamorous, stylish knits 
for ll Vs in. teen model dol l 
Pattern 959 directions for knit­ 
ting shift, 3 piece suit, bikini, 
poncho, shorts, slacks. 
Send 35 cents in coins for this 
pattern to Needlecraft, in care 
of the East Liverpool Review. 45 
Pattern, P. O. Rox 161, Old 
Chelsea Station. New York ll. 
N Y. Print plainly your name, 
address, and the pattern num­ 
ber. 


• • 


in 


“ THE MESSAGE song, like 
“ Rocky Road of Life,” is an­ 
other. The initial meaning is 
clear and it immediately defines dous impact, even 
if a listener 2 C liv M e n C o m p le te 
our approach to it. 
has no idea 0f jts technical ac- D 
• 
% 
rr 
• • 
Peter, Paul and Mary, you complishments. 
L i k e 
‘Tom “ HSIC N a v y I ram m er 
should note, will sing one ol the Jones,’ it's basic, strong, virile 
Two East Liverpool men. both 
finest of message songs, “ Blow-1 and honest.” 
1963 graduates of East Liver- 
in’ in the Wind. 
on 
The 
-> 
pool High School, have complet- 
.Jack Benny Program 
Tuesday 
“ DYLAN. BA THE WAY, is ed basic training at the Naval 
night (Channel 9 at 9:30) when a 
g r e a t performer.” Peter Training Center at Great Lakes, 
they 
aren’t clowning 
around Yarrow threw in. “ and we draw m 
with Mr. B For that alone, I d from him all the time. His in- 
recommend you tune in. 
strumental ideas, his fine rnu- 
Marv Travers credits 
what sicianship and even the reality 


Seaman App Gene R. Karch- 
er. 19. son of Mr 
and Mrs. 


she calls “ the explosion of popu- of him. the HIMSELF'—we draw 
^ Kart her of La( loft, 
Ion,, - 
(nil- onmne nartlv „n 
” 
has been signed to Norfolk, 


GAS-DRIED 
C loth es 


A n Automatic 
GAS 


C lo t h e s D r y e r 


Saves Time and Work, Tool 
THE OHIO VALLEY 
GAS Co. 
HO W. 6th st. 


DON’T DDAY! 


ONE FALSE 
STEP CAN 
COST YOU! 


Should the mailman slip and 
fall on your property, it is up 
to you to pay. In fact. you 
are liable for damages incur­ 
red by anyone on vour prop­ 
erty. 
Protect yourself 
by 
having adequate insurance. 
Come in today. 


FOR COMPLETE 
. INSURANCE 
COVERAGE 


CALL NOW! 
EASON 
INSURANCE 


124 E 4th Street 


DIAL 385-7575 


Va . and Seaman App. Bruce 
McCoy, 19. who resided with 


6:00 
1 Zane Grey 
4 Rocky A Friends 
6 Close-Up 
9 News-Sports 
ll Wrestling 
6:30 
2 Rifleman 
4 TTie Beaver 
6 Paradise 
5 Meet Your School 
7 FLspmnage 
9 March of Dimes 


4 Movie 
5 Frisco Beat 
9 News Flxtra 
7:30 
2. 9 Gleason Show 
5 Hootenanny 
6. 7. II On Smoking 
8:30 
2. 9 Defenders 
4. 5. 6 Welk Show 
7, ll Joey Bishop 
9:00 
7.11 Movie 


9:30 
2. 9 Phil Silvers 
4. 5 Hollywood 
6 Death Valley 


10:00 


2. 9 Gunsmoke 
6 Movie 
10:30 
4 Rattle Line 
5 Manhunt 
11:00 
2. 4. 5. 7. 9 
News, Movie 
12:00 
6 Hour of Stars 


7: IS 
2 Srrmonette 
7:30 
2 R F D 2 
R-.00 
2 Close-up 
5 Gospel Sing 
8:30 
2 St Francis 
4 Oral Roberts 
9:00 


2 Home Church 
4 F'aith Today 
5 Vital F'aPh 
7 Magic Ranch 
9 Oral Roberts 
ll Sunday School 


9:30 
2 This Life 
4 Bible Answers 
5 Casper 
7 Snare Angel 
9 Christian Hour 
11 Catholic Hour 
in on 
2. 9 Lamp I nto 
4 Teenagers Only 
5 Juniper 
6 Herald of Truth 
7 The Story 
9 Outdoors Club 
ll Hill Chapel 
10:30 
7. 9 Look Arid Live 
■I Film F'oature 
5 Cartoons 
6. II Christophers 
7 Big Picture 
11:00 
2 World Affairs 
4 Trends 
5 Sagebrush 
6. 9 Hum hards 
7 Christophers 
ll Pittsburgh eyes 
11:30 
2 Amateur Hour 


S U N D A Y D A Y L IG H T 


63 ~ 
4 Discovery 
7 F’.n F rance 
ll Mr. Wizard 
12:00 
2 News. Sports 
4, 6. 9 Golf 
5 Jim Brown 
7 America W ants 
ll Popeye 
12:30 
2 Career 
7 This Is Life 
ll Ruff n' Reddy 
LOO 
7 We Believe 
4 Movie 
5 Polka 
6 Discover\ til 
7 Bowling 
9 Hour of Stars 
11 Movie 


1:30 
2 Movie 
6 Oral Roberts 


2:00 
5 Rowling 
6 Industry 
7 Pastors Panel 
9 The Greatest 
2:30 
4 Smoking Report 
6 Bridge 
7 College Probe 
9 CBS Sports 
3:00 
4. 5 (ilvmpu 
6. 7 Snndav 
ll World Foe (iv 


3:30 
I March of Dime 
5 Pet 'pi tive 
ll Great Al , ic 


I IMI 
5 Love That Bob 


6. 7. II Pro Bowl 
9 Bowling 
4:30 
4 Science Show 
5 A Si ar 
5:00 
2 Alumni F'un 
4 Western Man 
9 Larry Welk 
5 Theatre 5 
5:30 
2 Pittsburgh 
5 Bishop Sheen 
6:00 
2. 9 20th Century 
1 Peter Gunn 
5 Frisco Beat 
6:30 
2 News 
4 Sionev Rurke 
5 Cheyenne 
9 Mr Ed 
7:00 
7. 9 Lassie 
6 College Qui/ 
7. ll Bill Dana 
7:30 
7.9 Martian 
4. 5 McPheeters 
6, 7. ll Walt Disnev 
8:00 
2, 9 F!d Sui I iv an 
8:30 
4, 5 Arrest & Trial 
6. 7, ll Grindl 
9:00 
2, 9 Judy Garland 
6. 7. ll Bonanza 
10:00 
2. 9 Candid Camera 
4 Movie 
6. 7. II On Birth ' 
10:30 
2. 9 What My Line 
I I (Mi 
2. 4. 5. 6. 7. ll 
News, Movie 
9 New'; Weather 


': OO 


M O N D A Y 
D A Y L I G H T 


4. 5 Right Is Price 
2 Da v break 
6, 7, 11 (dneenti de 
6 7, ll Today 
11:30 
9 Cartoons 
2. 9 Pete & < iladvs 
8:00 
4. 5 Oh lect I 
J Ti nm per Room 
6, 7, ll Missing Ln) 
9 ( apt Kangaroo 
12:00 
8:30 
2. 4 News 


2 ( apt Kangaroo 
5 News; Show 
I Leonardo 
6. ll 1st Impresser 
9:00 
7 News: Sports 
7 News King 
9 Life: News 
I Rn kip K Copper 
12:30 
6. 7 Debbie Drake 
2 Search: Light 
5 Choir 
I Dad Knows Best 
9 Exercises 
6 New 8 Today 
ll Hay Calls 
7. II Truth or Else 
9:30 
9 Tel-All 
4 Ann Sot hem 
LOO 
5. 6. 7 Romp Room 
2 Mike Douglas 
9 Living World 
4 Movie 
10:00 
5 I O Clock Club 
2 Love of Life 
6 Flrnie Ford 
4 Jean Connelly 
7 General Hospital 
5 Paige Palmer 
ll Lunch at 
6.7. ll Sav When 
1:30 
9 Fu me Ford 
6 International 
10:30 
7 Cat Ii* r Knows 
2. 9 I Love Lucy 
9 As World Turns 
4 Ernie Ford 
2:00 
6, 7. ll Word for 
9 Password 
11:00 
6. 7. ll Let s Deal 
2, 9 Real McCoys 
2:30 
2, 9 Houseparty 


1 5 Pas In Court 
6. 7. ll Doctors 
3:00 
* 9 Jell Truth 
4. 5 Gen Hospital 
6, 7. II Lorena 
3:30 
7. 9 Edge ()■ Nile 
4. 5 Days Queen 
6, 7, ll Don't Sav 
LOO 
2. 9 Secret Storm 
4 Beaver 
5 Maior Adams 
7 Trailmaster 
ll Match Game 
4:30 
2 Zane Grey 
4. ll Popeye 
5 Discovery '63 
6 Make Room 
9 Right Price 
5:00 
7 F'arlv Show 
I \dventure 
5 Mnvip 
6. 7 Mickey 
9 Paradise 
ll Trailmaster 
5:30 
5 Mr Jingling 
6 Rocky 
7 Gorilla Show 
JI Cartoons 


7 Youths Receive 
Aulu Suspensions 


LISBON — Juvenile Traffic 
Court hearings at the C o u r t- 
house have resulted in the sus­ 
pension of the driving permits 
of seven motorists They are: 
Jeffrey MacLean. 16. of 1318 
Hillcrest Rd , Wellsville. 30 days 
for following too closely. 
Dannie Hendricks, 17. of Da­ 
mascus, 30 days for failing to 
observe a stop sign. 
Charles Henry Pellev, 16. of 
Wellsville R D L 15 days for 
driving left of center. 
John C. Dickens .lr . 16. of F! 
High St., Lisbon. Slate Highway 
Patrol to hold his license until 
muffler is fixed and checked. 
Thomas Roger Williams, 17, 
of 1741 Buc keye Ave . Wellsville. 
30 days, and 
David A l l e n 
Shaw, 17, of 361 Ray St . and 
Gary Ray Steele. 16. of 918 Co­ 
lumbia Ave , both Flast Liver­ 
pool, 15 days each for speed­ 
ing All were cited by the pa­ 
trol. 


M u llin * * (.lu ll l o Xiii 


H e ig h t* P T \ D in n e r 
Tentative plans wpre made *o 
assist 
the 
Pleasant 
Heights 
Parent - Teacher Association at 
a ham 
dinner 
in 
February, 
when the Pleasant Heights Mo­ 
thers Club met Wednesday aft­ 
ernoon at the school Mrs Kar 
la Barrett, president, conducted 
business 
She reported that three bas­ 
kets of groereies were distribut­ 
ed to needy families at Christ­ 
mas The entertainment w as 
given [iv Mrs. Pauline Antho­ 
ny. 


It was announced that t h e 
FTA will meet Jan 27 with the 
fourth and fifth grade home­ 
room mothers as hostesses. 
Nexl club meeting is Bch 12 
wi*h Airs 
Pat Johe and Mrs 
Man Fallen Wheeler as hostess­ 
es and Mrs Barbara Sisley in 
charge of the entertainment. 


I »p|* \\ \ I 
P o s itio n 


MORGANTOWN W Va i AP 
William Criswell of McMechen 
(Marshall County) has been ap- 
pointed director of news and in­ 
formation services at West A ir 
ginia University 
Criswell is a 
graduate of WAT’ aud has work­ 
ed tor radio and television sta 
ions in Ohio Mary land and West 
Virginia 


larity" in folk singing partly on them. 
to “ the barrage of messages" 
“ Do you miss the Village 
we've been hearing over radio days?” the visitor asked, 
and TA' the last few years. 
“ Oh. sure I miss MacDougal [f *'vr?' 
a 
David 
“ Folk music is written by peo- St.,” Mary said . “ and running 
McCoy. 746 Minerva St., is 
pie who care, who 
feel deeply 
down to the coffee shop at 3 ending a six - week radar 
Almost every 
folk 
song has a 
a m There was a nice family (’ou,se at Fireat Lakes, 
message, an answer to the ques- feeling and warmth to those lit- 
tion everyone is asking those tie smoky rooms. I miss the (v iT P llllo iis p F lo ris t* 
days. 
cellarness.” 
%| 
. 
. 
“ I miss Hide and Seek, too.” 
1*1 fM* I ” e d llP M ia y 
“ KIDS OF’ ll OR 15 are think- said Paul. “ and I feel fortunate 
LISBON — A talk on “ Future 
ing very seriously about social to have played Hide and Seek of the Greenhouse" will he giv- 
inequities and the possibility of But everybody’s got to grow up en bv Delmer Smith of Union- 
world annihilation They want to 
“ I'm not a traitor to the town at the Columbiana-Mahon- 
know what it means when they Village Those who don't grow jng Greenhouse Florists Insti- 
see a woman crying on their out of it eventually, though, lose jute Wednesday at I 3ft pm 'n 
TV screen and the tears have their vitality. We're leading dif- the Youngstown Plant & Flow- 
nothing to do with dating and ferent kinds of lives now. with 
tailing in love 
a new kind of challenge 
And 
“ There are so many new and we’re growing, all of us Listen 
important qu e s t ions around to that third album of ours, and 
F’olk 
mu s i c is one of the then listen to the first.” 
answers. 
Farber, Bob Dylan wrote in 
“ This is no time to get de- his contracted prose-poetrv 
pressed about kids Those who 
“ But all of us tind our way of 
formerly were unreachable are knovvin' when it s morning' And 
on the upswing They're at a once vuh know the feelin’ it 
prime point in life and in his- don t change It can only grow 
tory, and they know it. They F'or Ppter's grown. An' Paul s 
care. 
grown An' Mary's grown. An' 
“ F’olk music a few years ago the times've grown.” 


STE AKS A S E A FOOD •CHOPS | KK’imHe SH d'I h' y' 1^ 
T H E C H IC K E N M A N O R 
SUPER HIGHWAY, W ELLSVILLE 
DIAL 532-0124 
Open Mon. thru Fri. IO A. M. to 12 Midnight 
Sat. 10 A. M. lo I A. M. 
Sun. IO A. M. lo 9 P. M. 


er. Inc., at Youngstown. 
Tom Hess of Leetonia R D 
I. president, will preside. Don 
Myers, county extension agent 
in agriculture, said. 


Here's Glossary O f Disease 
I surlily Linked To Smoking 


GOOD CONDITION 
Used 
Furniture 


WASHINGTON ( AP) 
Here 
is a glossary of diseases most 
usually mentioned in connec­ 
tion with smoking 
Lung cancer 
There are a 
number of kinds of cancers of 
the lung 
Smoking is usually 
associated with tumors that be­ 
gin in the lining or skin of the 
bronchial 
tubes, 
the 
airway 
passages in the lung. The most 
common types are called epi­ 
dermoid carcinoma and undit- 
ferentiated carcinoma 
Other cancers 
Some IOO 
years ago scientists reported 
associations 
between 
tobacco 
usage and cancers of the oral 
cavity, the lips, mouth, tongue, 
interior of the cheek, tonsil and 
gums. Persons with leukopla­ 
kia. small white patches in the 
mouth, are generals told to quit 
smoking There have been some 
associations with cancer of the 
bladder, 
but 
these 
are 
less 
strong than others 
Emphysema 
Often a pro­ 
gressive condition in which the 
air sacs and small air passages 
of the lungs become .swollen 
and less efficient. The victim 
has to work harder to breathe, 
has difficulty in clearing carbon 
dioxide and absorbing ow gen 
There are a number of causes 
The hard work of breathing, 
sometimes a losing game in 
advanced patients, can lead to 
congestive heart !allure, when 
the heart itself becomes worn 
out and ineffective 


Peptic ulcer Best informa­ 
tion 
seems 
to indicate 
that 
smoking may prevent the heal­ 
ing in stomach ulcers, hut is not 
believed to cause them. 
Buerger's disease A 
degen 
elative process in which the 
blood flow in the limbs, hands 
and feet 
is greatly reduced, 
sometimes leading to gangrene 
and 
ultimately 
amputation 
There are a number of causes, 
among them excessive 
smok 
ing 
Toxic amblyopia — Impaired 
vision due to a poisoning of the 
optic nerve There are a num­ 
ber of causative agents, from 
quinine to alcohol, from exces­ 
sive smoking to carbon monox­ 
ide 
Withdrawal of the toxic 
factor usually leads to improve­ 
ment and normal vision 
Bronchitis Smoking has also 
been associated with the irrita­ 
tion 
of the bronchial 
tubes, 
wheezing and cough, as have 
other agents and infections The 
bronchial passage is lined with! 
small hair-like strands called 
cilia which act to clear the pas­ 
sage 
Some researchers have 
claimed tobacco smoke retards 
this action 
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WHAT IS ONE 
HALF OF A SPHERE 
CALLED ? 


BOUGHT 
AN D SOLD 


FROM I PIEC E TO 
A HOUSEFUL 


MACS 


DISCOUNT STORE 
725 Dresden 
FU 5-9365 


Fast L iverpool 


W ellsville 
Toronto 


I 


Liter “ S te rlin g ' on s ilv e n c n i r. the 


im ine R ln o r nu p rescrib ed m e d i­ 


cin e !.i a hallm ark of q u a lity gnnr- 


a n le e in g the product it iden tifies. 


m agic perform ing 


Old fruity |/,qui<MurW 


I 
1 LIQUID DRAIN OPENER1 
9 89 
8 C D S * 
Mtr 
Quart 


$2.98 G a llo n 


Open ans drain clogged with grease 
sludge 
accum ula­ 
tion of hair. lint, paper or arn other organic material 
capable ol being absorbed or dissolved, No boiling, No 
mixing, one pint will handle the average drain stoppage. 
Safe for all pipes 
plumbing and septic tanks. 
MILLIGAN’S 


329 - 328 Smith st. 
K l 5-2909 


One Way of Gutting ( lean­ 
ing Bills in Halt is to I se 
Our < oin-Op 
Dry Clean­ 
ing Services . 
. . 
wel l 
Glean. Spot and Place on 
Hangers . . . Professional 
Pressing, too! The answer 
is hemisphere. 
CHESTER. 


Make us YOUR Tull Service*' Bank 


We Offer You "30" Services 


it Auto Loans 
★ Parking Hit 


A Bank-Ry Mail 
★ Payroll Service 


★ Bank Drafts 
★ Personal Loans 


★ Batik Money Orders 
★ Regular Cheeking Accounts 


★ Business Loans 
★ Safe Deposit Boxes 


★ Christmas Club 
it Savings Accounts 


★ Collateral Loans 
★ Savings Bond 
Redeemed 
★ Collections 
★ Savings Bonds Sold 


* ( onsumer Credit 
it Securities Service 


★ Gift Checks 
★ Special Checking Accounts 


A Life Insurance Loans 
ii Travelers Cheques 


* Lobby Depository 
it V acation Club 


it Mortgage Loans 
it Vestibule Atte! Hours Service 


★ Night Depository 
★ Wire Transfers 


★ Outside F’.nv elope Slot 
★ Withholding Tax Settlement 


May We Serve You? 


| *C0IN-0P DRYCLEANING I 


= 
C A R O L I N A AVE.. C H E S T E R 
= 
niiiiiiiiiiiiiiimiiiiim im imiiiiiir 
POTTERS BANK 


East Liverpool 
AND TRUST CO. 


Member F ederal Deposit Insurance Corp. 


W ollsvilli 


